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HIGH CURRENT SWITCHING 
REGULATOR IC SIMPLIFIES 


Containing a complete 2.5A 
switching regulator on a single chip, 
a power IC simplifies the design of 

many power supply schemes 

and reduces cost. 


While designers are attracted 
by the high efficiency of 
switching regulators, they are 
often deterred by the com- 
plexity of circuits based on con- 
trollers such as ће SG3524 and 
discrete power transistors. 

By integrating ona single chip a 
complete switching regulator 
capable of delivering 2.5A at 5V 
to 40V, the SGS L4960 High Cur- 





SUPPLY 


by Giuseppe Gattavari* aj 4g 
44 4 


rent Switching Regulator ІС of- 
fers all the advantages of a 
switching regulator yet is little 
more complex to use than a lin- 
ear regulator. A 2.5A/5V regu- 
lator can be built with one 
14960 and just eight compo- 
nents (Fig. 1) and higher output 
voltages are obtained by ad- 
ding two resistors. Moreover, 
the device includes current 


DESIGN 


limiting and thermal protection 
circuits, eliminating the need to 
add extra circuitry. 

А further advantage is that the 
1498605 source-sink output 
stage can switch in about 70ns, 
allowing efficient operation (up 
to 90%) at switching fre- 
quencies ої 100kHz. The IC is, 
in fact, tested dynamically at 
| 100kHz in production. Thanks to 
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Fig. 1. Containing a complete 2.5A switching regulator with current limiter and protection functions, 
the L4960 High Current Switching Regulator needs few external components. 
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the high frequency operation 
the output LC filter components 
can be very small. 

The IC itself is assembled in the 
compact  Heptawatt 7lead 
package—both horizontal and 
vertical mounting versions are 
available—and requires only a 
small heatsink. Considering 
also the few external compo- 
nents and small LC filter the 
complete application circuit is 
extremely compact (see photo), 
It can even be squeezed into 
the corner of a system card. 

А versatile device, the 14960 
may be used in a number of dif- 
ferent ways. 

The most obvious is a basic DC- 
DC converter configuration 
where a 50/60Hz transformer, 
rectifier bridge and filter ca- 
pacitor feed the input of the 
device with an unstabilized DC 
voltage, 


Multiple outputs 

Any number of devices may be 
combined to produce a mul- 
tiple output supply, permitting 
a building block approach to 
supply design. In multi-chip 
supplies it is desirable to 
synchronize the switching fre- 
quencies and an be done 
by connec! oscitlator 
pins in coi cne RC net- 
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Fig. 2. So that several devices 
may be combined to produce 
modular multi-output supplies, 
the switching frequencies can 
be synchronized by connecting 
the oscillator pins together. 


Very often low current auxiliary 
outputs such as +12V are re- 
quired. In this case it may be 
necessary to use several 
devices since an auxiliary out- 
put can be produced by adding 
an extra winding on the output 
industor as shown in Fig. 3. In 
this example the secondary 
winding is not isolated—the 
bottom end is at SV. This means 
that fewer turns are necessary 
than if it were isolated, and load 
regulation is improved. 
Circuits of this type have the ad- 
vantage of low cost and sim- 
plicity, and yield satisfactory 
performance as long as the 
power drain on the auxiliary 
output is no more than about 
20% of the power delivered by 
the main output. 

Extending | this | principle, 
positive and negative auxiliary 
outputs can be obtained by ad- 
ding two windings, as shown in 
Fig.4. Since designers always 
prefer to avoid inductors when- 
ever possible it should be 
noted that all of these circuits 
require small toroids with a 
small number of turns. 


Pre-regulation 

In all of the applications de- 
Scribed above the L4960 sup- 
plies the load directly The 
device may also be used effec- 
tively as a pre-regulator for 
supply schemes where on-card 
linear post regulators are used 
(Fig. 5). The advantage of this 
approach is that it enhances 
regulation at the expense of ef- 
ficiency. Using an 14960 as the 
pre-regulator overcomes the 
poor efficiency of post regu- 
lation without making the 
supply excessively complex. 
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Fig. 3. А low-current auxiliary output can be obtained by adding an 
ing on the output inductor. This technique is simple and 
inexpensive, yet works well provided that power drain on the auxili- 
ary output does not exceed 20% of the power delivered by the 
main output. 
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outputs can be produced 
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Fig. 5. An L4960 can be used as a pre-regulator in supplies where 
‘on-card linear post regulator are employed 


scheme can be further in- 
creased by using new-gener- 
ation low drop linear regulators 


Offline switching 
supplies 





like the 50514941 for final regu- 
lation. These 5V/800mA regu- 
lators have a maximum dropout 
voltage of 650mA, allowing the 
use of a lower intermediate 


The overall efficiency of this | voltage. 


Another important application 
is where the L4960 is used to 
regulate auxiliary outputs in 
high power supplies where the 
mains transformer has been re- 
placed by an offline switching 

















lators are used to stal 
auxiliary outputs. This solution 
requires a costly transformer 
and dissipation is a problem. 





regulator to reduce size and 
weight. 

To understand the advantage of 
using switching regulator chips 
in this application it is 
necessary to examine the 
drawbacks of the conventional 
circuit, illustrated schematically 
in figure 6. In this example, a 
feedback circuit guarantees the 
necessary precision for the 
main 5У output while conven- 
tional linear regulators stabilize 
the other outputs. 

A major drawback of this 
supply design is the cost of the 
transformer, A separate sec- 
ondary is needed for each out- 
put and each must be opti- 
mized to obtain a low drop-out 
voltage, otherwise power dissi- 
pation wil be excessive. 

The linear regulators used in 
these supplies are either ICs 
(for currents up to 23A) or 
discrete circuits. Either way, 
power dissipation also be- 
comes a problem in overload 
and shortcircuit conditions 
since the current limiters are of 
the constant-current type. It is 
therefore necessary to com- 
plicate the circuit further by ad- 
ding thermal protection circuits 
or to use a large, and costly, 
heatsink. 

А final consideration concerns 
the rectifier diodes between 
the secondary windings (one 
for each output voltage) and the 
filter capacitors. With a linear 
post regulator the input current 
is always equal to the output 
ktor india november 1987 11.25. 











current so the diodes must be | Finally, short circuit protection 


dimensioned accordingly. 

All of these problems are 
eliminated by using the L4960 
as a post regulator as shown in 
Fig. 7. Note that for all of the 
auxiliary outputs only one sec- 
ondary is needed, simplifying 
the transformer. Cross regu- 
lation is no longer a problem 
and the power dissipated in the 
stage depends mainly on load 
current and is almost unaf- 
fected by dropout. Moreover, 
the diode on the secondary can 
be smaller since the input cur- 
rent of a stepdown switching 
regulator is always less than the 
output current. 
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Fig. 7. Using DC-DC converter 
circuits in place of the linear 

regulators simplifies the trans- 
former and reduces dissipation. 





is provided for all of the auxili- 
ary outputs by the chip's 
internal current limiter and 
thermal protection circuit. 


* Giuseppe Gattavari is with 
SGS Microelettronica SpA 











How it works à 

The SGS 14960 is a monolithic stepdown switching regulator 
providing output voltages from 5.1V to 40V and delivering up to 
2.5A output current. 

At the heart of the device is a regulation loop consisting of a 
sawtooth oscillator, error amplifier, comparator and source-sink 
output stage. An error signal is produced by comparing the out- 
put voltage with a precise 51У on-chip reference which is 
zener-zap trimmed to +29. This error signal is then compared 
with the sawtooth signal to generate the fixed frequency pulse- 
width-modulated pulses which drive the output stage. Gain and 
frequency stability of the loop are adjusted by an RC network 
connected to pin 3. 

When the loop is closed directly by connecting the supply out- 
put to the feedback input (pin 2) an output voltage of 5.1V is pro- 
duced. Higher output voltages are obtained by inserting a 
voltage divider in this feedback path. 

Output overcurrents at switch-on are prevented by the soft-start 
function. The error amplifier output is initially clamped by the 
external capacitor Css and allowed to rise, linearly, as this ca- 
pacitor is charged by a constant-current source. 

Output overload protection is provided in the form of a current 
limiter. The load current is sensed by an internal metal resistor 
connected to a comparator. When the load current exceeds a 
preset threshold, this comparator sets a flip flop which disables 
the output stage and discharges the soft-start capacitor. 

A second comparator resets the flip flop when the voltage 
across the soft start capacitor has fallen to 0.4V. The output stage 
is thus re-enabled and the output voltage rises under control of 
the soft-start network. If the overload condition is still present, 
the limiter will trigger again when the threshold current is 
reached. The average short-circuit current is limited to a safe 
value by the dead time introduced in the soft-start network. 
The thermal overload circuit disables circuit operation when 
the junction temperature reaches about 150°C and has 





hysteresis to prevent instability. 











ELECTRONMICROSCOPY 
COMES TO LIFE 


by Dr Jitu Shah, H.H. Wills Physics Laboratory, University of Bristol 


One important limitation of electron microscopes is that the 
conditions under which the specimen is examined make it 
impracticable to view living matter. Results from a technique now 
under development are showing rapid progress in microscopy of 
biological materials and are paving the way to observing the 
dynamics of life at high magnifications. Incidentally, it will also 
provide industry with a powerful tool for inspection and fault 

finding. 


A desire to see structure, forms 
and morphology at micro- 
scopical scales is inherent to 
the curiosity of mankind. Is was 
the driving force that led An- 
thony van Leeuwenhoek, a 
Dutch clockmaker, to devise a 
compound light microscope. 
Nowadays, of course, much 
larger magnifications can be 
obtained by electron micro- 
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scopes. Yet optical microscopy | lenses, Gabor (later the inventor 


still has a powerful advantage 
over electron microscopy: it 
can be performed on living 
matter without destroying it. 

It is interesting to note that in 
1926, when the US physicist Leo 
Szilard suggested to the British 
engineer Dennis Gabor that an 
electron microscope might be 
made by assembling electron 


In the event, the first such 
microscope was built by the 
German scientists Max Knoll 
and Ernst Ruska in 1931. Ad- 
vances since in many 
branches of materials science, 
biology and 
attributed to 
microscopy. 


ofthe hologram and winner ofa 
Nobel prize in physics) rejected 
the idea and pointed out that liv- 
ing specimens cannot be 
placed in a vacuum, which is 
essential for electron beam op- 
tics, and that energy in the 
focused electron beam would 
bum and destroy anything 
placed under it. 
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Schematic diagram of the apparatus used for MEATSEM. 


Nobel prize in physics, so it is 
appropriate now to review how 
far electron microscopy for 
biological and other difficult 
materials has progressed. 

With a modern, commercially 
available transmission electron 
microscope (the type devel- 
oped by Ruska) we can visu- 
alise features and structures of 
only a few tens of &ngstréms. 
However, such an instrument 
requires the specimen to be 
thin, because an image is ob- 
tained by passing. electrons 
through it. This means that sur- 
face features of a thick, three- 
dimensional object cannot be 
examined very well. Addition- 
ally, because the specimens 
have to be very thin, it is ex- 
tremely laborious to obtain 
three-dimensional information. 
These disadvantages are over- 
come by the scanning electron 
microscope, a type of instru- 
ment first built by the German 
physicist Manfred von Ardenne 
in 1938. 


Depth of focus 

The first commercial scanning 
electron microscope was made 
available in 1965 by Cambridge 
Instruments, a British firm near 
Cambridge. In this kind of 
microscope ап extremely | 





small, focused spot of electrons 
is made to fall on the surface of 
а specimen and scan across it 
in a ‘raster’, just as in an or- 
dinary television tube. The 
electrons interact with the 
specimen and release second- 
ary electrons from near the sur- 
face. (Some of the primary, 
incident electrons are ab- 
sorbed within the specimen 
while some are bounced back 
out of the surface; more about 
this back-scattering later.) Emit- 
ted secondary electrons yield 
information about the surface 
topography. 

In a conventional scanning 
electron microscope these sec- 
ondary electrons are collected, 
point by point, and used to 
build a picture. Deeper surface 
features of thick specimens can 
be imaged in a scanning elec- 
tron microscope because the 


depth of focus is much geater | 


than that in an optical micro- 


scope, so the technique gives a | 


much more vivid impression of 


three-dimensionality. It displays | 


morphological and topological 
features at much higher mag- 
nifications than in an optical 
microscope. Because the in- 
strument is relativily easy tc use 
and can be combined with 
other analytical techniques, it 
has become enormously popu- 
lar. Magnifications available 


| 





with modern instruments are 
only slightly less than those 
possible in a transmission elec- 
tron microscope. 

When it comes to viewing liv- 
ing matter, scanning electron 
microscopy has the same 
serious drawbacks as those 
pointed out by Dennis Gabor. 
Therefore we must be able to 
keep specimens in a micro- 
Scope in a fully hydrated state, 
without loss of water. That is to 
say, they must be kept as near 
as possible to a living state. 

In any electron microscope, a 
well-focused beam of high- 
energy electrons, necessary for 
imaging, has to be produced 
and kept in a high vacuum. It 
cannot travel long distances ina 
high-pressure gaseous environ- 
ment without being scattered 
by gas atoms or molecules and 
losing its energy, and a badly 
scattered beam cannot render 
high resolution. This is an 
obstacle to electron mi- 
croscopy of biological material 
in its natural, hydrated state. 
For these reasons specimens 
are, conventionally, deliberately 
dried out and made stable for 
viewing by using procedures 
such as chemical fixation, 
dehydration and fluid replace- 
ment. Additionally, for scanning 
electron microscopy, dehy- 
drated specimens, which are 


generally poorly conducting, 
are coated with a thin conduct- 
ing layer of gold or ofan alloy of 
gold and palladium to avoid a 
build-up of charge, for detailed 
features on charged surfaces 
cannot be imaged well. But 
these techniques cause a 
drastic change іп interfacial 
tension forces, which in tum 
causes delicate | biological 
structures to become distorted 
and even to collapse. In spite of 
the development of special 
techniques for preparing 
specimens it has not been poss- 
ible to eliminate damage com- 
pletely. 
| Loss of water in a vacuum can 
be avoided by freezing the 
specimen and keeping it at a 
low temperature, at which 
, saturated water pressure is very 
small. In so-called cryo scan- 
ning electron microscopy, 
specimens are frozen, coated 
with metal and transferred into 
the scanning microscope, 
where they are viewed at a low 
temperature. However, frozen 
specimens are not free from 
damage which takes place 
through anomalous expansion 
of water as it changes into ice 
crystals. Obviously the cryo 
technique, even if it were made 
free from specimen damage, 
could not be used to view living 
matter. 
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Two regions 

Another approach for solving 
the problem of loss of water 
is called moist environment 
ambient temperature scanning 
electron microscopy 
(MEATSEM). This relies on 
compartmentalisation of a 
microscope into two regions: 
the first is a high-vacuum region 
for electron beam production 
and electron lense optics; the 
second is a high-pressure 
region at room temperature, to 
surround the specimen and 
prevent it from losing fluid and 
gaseous constituents. (If a 
specimen is kept at saturated 
vapour pressure of water or 100 
per cent humidity it will remain 
wet, just like clothes hanging 
on a washing line on a humid 
day) Complete compartment- 
alisation can be achieved by 
using a window that is trans- 
parant to electrons but at the 
same time tough enough to 
maintain a high difference of 
pressure between the two com- 
partments. This approach has 
the drawback that window 
materials scatter the electron 
beam badly. To keep scattering 
down to feasible levels the win- 
dow has to be extremely thin, 
which means it is extremely 
fragile. Reliable windows with 
anacceptable loss of resolution 
are difficult to make. 

We have adopted an alternative 
method of open-window 
MEATSEM here at Bristol. The 
focused electron beam passes 
from the microscope to the 
specimen chamber via small 
apertures, as shown in the first 
diagram. Leakage of gases from 
the high-pressure region to the 
microscope column is kept to a 
minimum by introducing a 
buffer space, or intermediate 
chamber, between the 
specimen region and the elec- 
tron beam column. The in- 
termediate chamber — is 
bounded by two walls contain- 
ing concentric limiting aper- 
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Variation of ‘normalised’ specimen current with field bias strength for 10-kV accelerated primary 
electrons. Normalisation is on the basis that the difference between the specimen current from copper 
and carbon at zero field strength is unity. 


tures in ће planes normal to the 
electron beam, and it is 
pumped continuously so that 
the pressure gradients can be 
maintained while the micro- 
scope is in use. Water lost 
through the window is re- 
placed by a continuous injec- 
tion off water vapour in the 
vicinity of the specimen. To 
keep damage due to water loss 
from the specimen to a mini- 
mum, a sponge is introduced to 
the specimen chamber. The 
surface area of the sponge is 
much larger than that of the 
specimen, so the proportion of 
the water lost from the 
specimen to the total loss of 
water is very small. 

Scattering of the electron beam 
in this arrangement depends 
largely upon the pressure in the 
specimen compartment and 


how far the electron beam 
travels through the high 
pressure to reach the 





specimen. Pressure in the 
specimen chamber is kept at 
the saturated water vapour 
pressure, at near to room tem- 
perature. With careful design of 
the apparatus the scattering of 
the primary beam can be kept 
down to give reasonable resol- 
ution. We have used this open- 
window MEATSEM with some 
success: it is now possible to in- 
sert a fully hydrated specimen 
into a scanning electron 
microscope and keep it 
hydrated for a long time. Never- 
theless, preventing desiccation 
of a specimen in this way poses 
another problem. 


Additional electrons 

Forming an image under this 
conditions presents formidable 
difficulties. The conventional 
technique of constructing an 
image by secondary emitted 
electrons does not work 





because secondary electrons, 
primary electrons and back- 
scattered electrons ionise water 
or gas molecules close to the 
specimen and produce ad- 
ditional electrons. These elec- 
trons, which do not carry any 
information about the specimen 
surface, have a similar energy 
range to that of the secondary 
electrons emitted from the 
specimen, so they cannot be 
separated easily from the 
secundary electrons released 
from the specimen surface. 
Without such separation, there 
is a severe deterioration of the 
secondary emitted image. 

Back-scattered electrons 
(deflected primary electrons 
from beneath the specimen) 
also carry image information. 


Because they are scattered 
from a larger volume of 
specimen, the resolution 


achievable by their use is not as 
good as that obtainable by 

















Stomata, or breathing pores, viewed by open-window MEATSEM at successively higher magnifications, 
structure with a slit within a stoma 
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which eventually reveal a tubular 
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Right: A view of the same circuit after charge neutralisation. 


using secondary electrons. 
Further deterioration in the res- 
olution is also likely because 
the low-energy of back-scat- 
tered electrons means that they 
cannot be separated easily from 
spurious electrons. 

Interaction of the primary elec- 
tron beam with the specimen 
creates a charge which, in turn, 
generates a minute current in 
the specimen. The point-to- 
point variation of this current 
with scanning of the beam can 
be made use of for image gen- 
eration. With a wet specimen 
the current can be collected 
without any metal coating. A 
specimen-current image is also 
susceptible to deterioration 
through ambient ionisation. Our 
research has shown that it is 
possible to resharpen the im- 
age in a way that I shall now de- 
scribe. 

We have incorporated an ad- 
ditional annular electrode in 
the specimen chamber so that a 
substantial electric field can be 
produced at the surface of the 
specimen. The field has a con- 
siderable effect on the speci- 
men current, shown in the 
second illustration. The images 
are of copper grid bars on a 
carbon surface, and the curves 
represent variations of speci- 
men current with the strength 
of electric field from copper 
and carbon. It is thought that 
the electric field helps to con- 
duct the excess charged car- 
riers, produced by the inter- 
action of primary, back-scat- 





through the gases, which en- 
hances the contrast in the 
specimen-current image. Ap- 
plication of the field changes 
the magnitude of the specimen 
current rapidly at first and then 
more slowly as one or other 
plateau in the curve is reached. 
The image quality and contrast 
is re-established with the 
magnitude of the field applied. 
It is also possible to invert the 
image contrast by changing the 
direction of the imposed field. 
The curves shown for copper 
and carbon indicate that the 
contributions to the current by 
both the back-scattered elec- 
trons and the secondary emit- 
ted electrons are recovered toa 
great extent in the plateau 
regions. So, once the specimen 
current reaches a plateau, the 
contrast, sharpness and resol- 
ution of the specimen-current 
image of an object under high 
pressure are substantially 
recovered. The image is com- 
parable in quality to the con- 
ventional, secondary emissive 
image of a similar object in a 
high vacuum. 

A series of pictures in the third 
illustration shows recovered im 
ages of stomata of a fully 
hydrated leaf, at roughly 16 °C, 
at various  magnifications. 
Stomata are breathing pores of 
a leaf, which automatically 
close and open to regulate ex- 
change of water vapour be- 
tween the leaf and the air. They 
are therefore suitable speci- 
mens to study by MEATSEM on 


tered and secondary electrons, | a fully hydrated leaf. 





Fully hydrated internal tissue 
cells of animals can be imaged, 
too. The resolution obtained so 
far is limited by factors not 
directly related to the principle 
ofthe technique, while difficult- 
ies stem from the fact that the 
current from a typical uncoated 
‘wet’ biological specimen is 
smaller. 

Results indicate that we may 
well see rapid progress in scan- 
ning electron microscopy of 
hydrated biological materials. 
In turn this will open up means 
of realistically | assessing 
deterioration from other 
causes, such as radiation 
damage due to incident elec- 
trons and heat produced by the 
interaction of electrons with a 
living specimen. Optimistically, 
we may expect other advances 
such as low-voltage scanning 
electron microscopy combined 
with MEATSEM, which may 
well enable us to view live mat- 
ter without inevitably killing the 
specimen. This will not only 
fulfil a long standing dream of 
mankind but also provide a tool 
for observing the dynamics of 
life at high magnifications. 
MEATSEM has led to a solution 
of another long-standing prob- 


lem in scanning electron 
microscopy. 1 have already 
mentioned that insulating 


semiconducting and poorly 
conducting materials are diffi- 
cult to image, unless coated, in 
a scanning electron beam in- 
Strument because of charge 
build-up on the surface of the 
specimen. It alters the trajec- 





View of part of a circuit on a semiconductor wafer showing charging effects; 'spread' in the darker area is due to charging. 


tories of primary and second- 
ary (emitted) electrons and the 
process of emission of second- 
ary electrons; this grossly 
distorts the image and is also 
accompanied by loss of details 
and resolution. Charging can 
also bring about electric 
breakdown of the material, 
which is particularly serious in 
examining semiconductor 
chips containing circuits and 
active electronic devices. 

With certain modifications of 
the open-window MEATSEM, a 
charge neutralisation mechan- 
ism can be employed to reduce. 
or eliminate charge build-up on 
a surface. The final illustration 
shows before-and-after images 
of a circuit on a semiconductor 
wafer. The improvement was 
achieved by charge neutralis- 
ation, Potentially, the technique 
is a powerful tool for inspection 
and fault detection, and pro- 
mises to have other industrial 
uses. Cambridge Instruments, 
who built the first scanning 
electron microscope, may well 
be the first company to make 
the MEATSEM and its associ- 
ated techniques available com- 
mercially. 
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FILTERS: THEORY & PRACTICE — 3 


by A.B. Bradshaw 


Television, radar, data transmission, and other techniques 
developed during the 19405 and 19505 showed up the 
limitations of the image parameter theory. The higher precision 
and more exact characteristics required of filters from then on 
caused the image parameter theory to give way to the modern 
network theory that uses synthesis techniques and digital 
computers. 
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The underlying principle of the 
network theory is to synthesize 
the filter from a knowledge of 
its voltage transfer function 
(voltage vs frequency charac- 
teristic). This is an essentially 
mathematical approach using 
the ratio of certain types of 
polynomials. Known as approxi- 
mation theory, it is a very 
powerful technique. Using 
these methods, three of the ap- 
proximations yield familiar 
transfer functions. Together 
with the ideal brick wall 
response, they are shown in 
Fig. 36. 

The development of the digital 
computer greatly aided in the 
evolution of the polynomial 
coefficients. This enables filter 
design tables to be produced 
from suitable computer pro- 
grams. 

The use of such tables, coupled 
with a step-by-step design pro- 
cedure, enables the production 
of superb filters to the Butter- 
worth, Chebyshev, and elliptic 
function approximations. 

The tables refer to normalized 
low-pass and high-pass sec- 
tions. "Normalized" means that 
the circuit values all refer to a 
network impedance of 1 Q at an 
angular frequency, w, of 
lradian. By using standard 
multipliers, it is possible to 
translate the filter impedance to 
the desired value. Another set 
of standard multipliers enables 
the translation of the shape of 
the response to the required 
frequency. These two oper- 
ations are carried out simul- 
taneously and are referred to as 
impedance/frequency 
scaling. 

The basic structures given in 
the tables can be converted to 
high pass and a network 
transformation enables trans- 
lation into band-pass structures. 
These new structures are then 
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scaled to the desired im- 
pedance and frequency to give 
practical values for the com- 
ponents. 

Once a set of filter design 
tables is available and the 
designer has familiarized 
himself with their main proper- 
ties, it is easy to produce high- 
quality filter designs without 
the need to know anything 
about the coefficients of real 
rational functions or Hurwitz 
polynomials. 


Elliptic function tables 


The elliptic function tables are 
chosen as these give the best 





results for a given ‘number of 
components in the design (Ref. 


Each table refers to a specific 
network. Each set of figures is 
given for a range of stop band 
attenuations (usually in 5 dB 
steps for the shorter network), 
and for a given pass-band rip- 
ple in dB. The figures in the 
columns are the actual com- 
ponent values referring to 
w=] radian and 2-1. 

How the tables relate to the net- 
work is shown in Fig.37 and 
Table І. This table shows only 
two lines of the general table 
with 1dB pass-band ripples. 
Table 2 shows two lines of the 






























































Table 1 
As| Cc: | cz | te | We | G 
lm D ' ' ' ' D 
fed ben ' 1 ' ' | 
роко qe ' ' ' 1 ixl 
pedea ' 1 ' ' ] 
|2.048| 35 | 1.852| 0.214 | 0.865] 2.324| 1.852 
2.418| 40 | 1.910| 0.145 |0.905|2.762| 1.190 
Table 2 
г T 
о Ws As Ci Ca La} Cs 
Doe] part ] ] ] 
de let ' ' ' 
П be П ' 
пе ' e| 
2.921| 35 | 0.958 |0.0837 | 1 
3.542| 40 | 0.988 10.0570 





































































































general table with 0.1 dB pass- 
band ripples. 

In the worked examples given 
later in this article, the longer 
low-pass network of Fig. 38 will 
be used. For this longer net- 
work, figures are given in 
Table 3 for stop-band attenu- 
ations from 35 dB to 60 dB with 
1dB pass-band ripples. 

In the tables, 

аз is the frequency at which 
the specific attenuation begins; 
As is the specified stop-band at- 
tenuation; 

C1—Cs are the values of the 
capacitors in farad; 

L and Ls are the values of in- 
ductors in henry; 

аз and ws are the angular fre- 
quencies at infinite attenuation. 
The values of the capacitors 
and inductors are very large 
because the network refers to 
19 at 1 radian: they will be- 
come more practical during the 
impedance/frequency scaling. 
Note that the pass-band edge is 
the ripple limit and not the 
—3 dB point. 


Low-pass filter for 
SSB reception 

With reference to the last three 
lines in Table 3, if the pass-band 
edge is defined at 22kHz 
(-1dB), the following fre- 
quencies would obtain at the at- 
tenuations stated: 









.0954 kHz 
3.3616 kHz 
.6828 kHz 


If the pass-band edge were 


defined at 2.7 kHz (—1 dB), the 
frequencies at the given at- 
tenuations would become: 


50 dB: 1.407 x2.1 - 3.7989 kHz 
85 dB: 1528x2.1— 4.1256 kHz 
60 dB: 1.674x2.7=4.5198 kHz 





As regards the filter im- 
pedance, generally speaking, 
the higher this is, the larger the 
inductances become, and the 
smaller the capacitances. At 
relatively high impedances, the 
capacitors can be matched 
more easily by using 1% silver 
mica types. The large induct- 
ances may be avoided by elec- 
tronic simulation, of which 
more later. 

Using the last line of Table 3 
and deciding on a filter im- 
pedance of 1kQ, and а pass- 
band edge of 2.3 kHz, the two 
inductances can be calculated 
with inductance multiplier Z’. 
This multiplier is determined 
by 


«(design impedanceyinductance 
2m алі ейде eque: 





The required inductance 
values, Z2 and Li are then 
calculated as follows: 


i= 11003. 0.069405 H= 69.405 mit 
‘Bex23x10 


Lia 0930852. o 055648 Н-5948 mH 
dexi3xlo 


The capacitance multiplier, C", 
is determined from: 


c tance from able) 
(design impedancej?s (bandedge Fequency]| 








The capacitance values can 
! now be calculated: 





Ca 2M MENT 
IPx2ex23x10" 


ЕЕ ай 
Waaraan 


Similarly, 


819888 nF 





С3- 1812982 nF 
С.=26.295 nF 
С5-125.040пЕ 


Since these capacitance values 
are rather large, it is more prac- 
tical to decide on an im- 
pedance of 10 kO, which makes 
the inductances 10 times larger, 
and the capacitances 10 times 
smaller. This will result in a 
10 КӘ filter with the same at- 
tenuation vs frequency shape, 
as shown in Fig. 39. This figure 
shows the complete low-pass 
filter and its frequency 
response. 


Band-pass filter for 
CW reception 

The desired | frequency 
response curve of the band- 
pass filter is shown in Fig. 40. 
Frequencies f and f are the 
band edges at —1 dB (in this 
case) f, and f are the fre- 
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і оа 
Я = і 25 а snl 
Jed à. = 
E а A sel --- v 
4 4 
= quencies about fo at which As 
NEG ere red Пес СОА RECS ER Полем Os occurs; and f» is the centre of 
іі [a EP RE ERE Брав ETSI PEERS IF PERS the pass band. Note that 
i Й 1 ^ 7 f і 1 М A 4 fü- fa - fif. and that be/Ai=os. 
edlen K і н d т n х і First, а value is chosen for Б. 
' D ' D [ [ ' ' D D ' Then, from the tables, f for a 
1,145] 35 | 1.783] 0.174] 0.827 | 1.597 | 1.978 | 1.487 | 0.488 | 1.174 | 1.276 given As is determined, after 
1.217] 40 |1.8610.372 0.873 | 1.755 | 2.142 | 1.107 | 0.578 | 1.250 | 1.427] which f can be calculated, 
1.245] 45 | 1.923] 0.293] 0.947] 1.898 | 2.296 | 0.848 | 0.684 | 1.313 | 1.553) Subtracting / from A gives Ae 
1,407] 50 | 1.933] 0.223] 0.963] 2.158 | 2.392 | 0.626 10.750 1.459 | 1.635) Then, since ws is given in the 
1,528] 55 | 1.976| 0.178] 0.986 | 2.387 | 2.519 0.487 | 0.811 | 1.591 | 1.732 EX iak olihe hló Aran 
1.6741 60 |2.007|0.141 | 1.003| 2.660 | 2.620 | 0.380 | 0.862 | 1.747 | 1.807) be calculated! 2 


The values of the following are 
now known: Аз; Az; fo; fs; and fa. 
Now, since 4:=f—f, 


t=) 


which is a quadrature in fz, so 
that 


A= ff 


This is a simple quadratic equa- 
tion, whose positive root is 


fi- (b VA -48)/2 [27] 


h-h—h- 
usi hilus 
Since &/hnos, 
Алов = wsh—f/ws 

from which 
(hijos fos 
and 


se f oh) [38] 
This establishes ws and the line 
of the table with which to 
design the filter. 

Taking f=850 Hz (the most 
popular CW—morse code— 
tone) and а bandwidth 
4: 800 Hz, gives (from Eq. 38): 


оз /850/(850--300) = 1.243 


The nearest value to this in 
Table 3 is 1248, and this would 
give a stop-band attenuation of 
45 dB. Having established the 
relevant line in Table 3, the tran- 
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sition frequencies can be | 
calculated. From Eq. 37: 
s (800/3007 & 4 x 8805/2 
18 Hz 






and 
f:=1013—300=713 Hz 
fio sfo= 1.245 х850= 1088 Hz 


=! ws=850/1.245 «682 Hz 

















From these results, the 
response characteristic can be 
determined and this is shown in 
Fig. 41. The actual filter diagram 
is shown in Fig. 42. If a more 
rectangular shape or a greater 
stop-band attenuation at this 
bandwidth is required, a more 
complex network needs to be 
designed. 
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This may be done by convert- 
ing the circuit of Fig. 42 to that. 
of Fig.43. In this, each 
capacitance and inductance of 
Fig. 42 is resonated by placing. 





the opposite reciprocal reac- | This gives a first mid-section as 




















tance in series or parallel with it | shown in Fig. 45. 
as appropriate. Treating the second mid- 
The two rather untidy middle | section of Fig. 43 in the same 
sections are then transformed | way, gives 
to more simple ones by a step- 
by-step transformation as | 45 
shown in Fig.44. For this || ^ Le [im 
transformation, let == 
|| Ly 55 
| 0.347065 1.88090 
x=0.580032 
a=1.86202 
With the aid of these identities | 021510108 
and a hand-held calculator, ће | ae 02286047 
first mid-section of Fig. 43 is | =% 
‘Computed: from which 
=L/K=0: 293)- 
xzL/K-0941/0/0299) PET 


0.947 x 0.293 0.277471 
yKLo- 0.913217 





о=1+1/2х= 2.80199 
B=V(a?—1)=2.61746 l/yKLo- 1.0950339 
y=a+ß=5.41945 VKLo =3.1589604 


This gives the second mid- 
section as shown in Fig. 46. 


Jo V(y-1)- 0.58776 


The values of the components 
in Fig.44 can now be 
calculated: 








0130137 


37585604 














K1o-(1/0.293)x0.155776— 
0.531658 





yKLo- 8.41945 x (1/0.203) 
x0.155776 =2.88129 


The complete filter is shown in 
Fig. 47. For a 10kQ network 


with a centre frequency, 
fo=850 Hz, the inductances and 
capacitances can be calculated 
from: 


l/yKLo- 0.347065 


1/KLo- 1.88090 


L=Z/2nfo x (L in network) 


and 


C=(C in network)/2nhZ 


The following values are ob- 
tained: 





.36006 pF 
.06498 pF 
35218 pF 
42990 uF 
20803 pF 
10383 uF 
29078 Р 





C 
Ста. 


Since these capacitor values 
are too large for practical pur- 
poses, it is propitious to in- 
crease the filter impedance to 
10k to make the values of the 
capacitances 10 times smaller 
and those of the inductances 10 
times larger. This results in the 
final design shown in Fig. 48. 


The Positive Im- 
pedance Converter 
(PIC) 

As stated earlier, inductances 
can be electronically simulated 
and this is done by the use of 
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positive impedance converters. 
The theory of these devices is 
discussed on page 54. 

When the output port ofa PIC is 
terminated by a resistance, the 
input port becomes an inductor 
with a very high Q. In Fig. 49 


Rı=270R 1% 
R:=5k6 1% 
Rs=10k 1% 
C=10 nF mica 1% 
(ах 8000 pF in parallel) 
IC=MC1488 (supply = +12 V) 









































At the input port, 


Lin- Ко [39] 


where K-CRiRs/ Ra 


With the MC1458, the value of 
K-8.7158x10*. The deviation 
from the ideal K is due to 
opamp approximations, With 
this value of K, 


Lin 8.17188 x 10 *Ro 





Inductances in the filters dis- 
cussed in this article are 
simulated by PICs as shown in 
Fig. 60. In Fig.80 (c) Li is 
simulated by PIC:+PIC2Ro1, 
while Zz is simulated by 
PlC2Roe. The PIC can be 
trimmed to have a K value of 
5.17188 x 1079 by adjustment of Rs 
in Fig. 49. 

When the inductances are re- 
placed by PICs, the low-pass 
filter of Fig. 39 becomes as 
shown in Fig. 5], while the 
band-pass filter of Fig. 48 is 


























Grounded / balanced coils simulation 
moas 









































transformed into that of Fig. 52. 
It is important to match the 
PICs. The value of each Ro is 
calculated with the aid of Eq. 39 
(Lin=KRo, whence Ro=Lin/K), 
Thus, in Fig. 51: 


Roi =108L1/8,17155= 
7(105/5.17155X694/10? = 134 к 


Roa = (109/5.11155У586.5 102) = 
k 


In the same manner, the values 
of Roi to Ror in Fig. 62 are 
found; their values are: 


Roi =188 k 

Ro2=192 k 

Ros= 1.043 M. 
Roi=187 k 

Ros=96 К 

Ros =330 k 

Ro1=233 k 

End 


Reference: 

On the Design of Filters by 
Synthesis, IRE Trans: Circuit 
Theory, Vol. CT-5 1988, 

pp 284-328, by R. Saal and 
E. Ulbrich 
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LOW-NOISE 
MICROPHONE PREAMPLIFIER 


_ A quality preamplifier that can be configured for low and high 
impedance, as well as balanced and unbalanced, microphones. 


Most dynamic microphones of 
European make (AKG, Beyer, 
Sennheiser) have a character- 
istic impedance of 200 Q, while 
those of Far Eastern origin are 
usually terminated in 500 to 
600 Q. The impedance of elec- 
tret condenser microphones is 
type specific, and usually in the 
range from 600 to 1000 9. Most 
microphones have a sensitivity 
of 2...3 mV/Pa. The termina- 
tion impedance, ie, the input 
impedance of the preamplifier 
or the microphone transformer, 
should be equal to or higher 
than the impedance of the 
microphone. The transformer is 
often precisely matched to the 
microphone impedance 
(power matching), while рте-. 
amplifiers give optimum per- 
formance when the termination 
impedance is slightly higher 
than the microphone im- 
pedance (voltage matching). 

The use of a transformer with a 
an impedance ratio of 1:10 or 
1:15 relaxes the requirements 
for the sensitivity and the 
signal-to-noise ratio of the pre- 
amplifier, However, the circuit 
may still be susceptible to hum 
and noise when the transformer 
is housed in the microphone. 
Obviously, this calls for high- 
quality microphone wire. Hum 
and other interference іѕ 
minimized when the micro- 
phone preamplifier has a 
signal-to-noise ratio of 70 dB or 
more, Balanced systems (the 
microphone, cable, and pre- 
amplifier input) are known for 
their high immunity to noise. 





Circuit description 

The circuit diagram of the 
microphone preamplifier is 
shown in Fig. 1. The amplifier 
can be configured for use with 
balanced and unbalanced 
microphones. | Component 
values for the unbalanced ver- 
sion are shown in brackets. 
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Components whose value is not 
shown for a particular version 
are not required (also consult 
the parts list). 

Balanced version: the input 


signal is applied to the inputs | 


of operational amplifiers IC: 
and IC:. Resistors Е!...В: incl. 
determine the input im- 
pedance. When jumper A is fit- 
ted, the output signals of the 
opamps are subtracted in ICs 
for effective suppression of 
hum and noise. Due to the 
higher number of active com- 
ponents, the S/N ratio of the 
balanced version is a few 
decibels worse than that of the 
unbalanced circuit. 
Unbalanced version: wire link 
B is fitted, so that ICs functions 
as a non-inverting amplifier. IC2 
and ICs are not required. The 
input impedance is determined 
by Ro, Re and Ви. The micro- 
phone signal reaches IC: via C: 
and the wire link fitted in pos- 
ition Re. ICs and IC. raise the in- 
put signal to enable driving the 
line input of an AF power 
amplifier. 

The input impedance of the 
preamplifier can be switched 





between high and low by con- 
necting a switch between Sy 
and ground, and Sx and 
ground—the former is not re- 
quired for the unbalanced ver- 
sions. If necessary, the input 
impedance of the preamplifier 
can be altered to match a par- 
ticular microphone. The input 
resistance of the balanced ver- 
sion should consist of 2 equal 
resistors with a value of half 
the required termination im- 
pedance. In the unbalanced 
version, Вз and Re may be omit- 
ted, so that Ri: alone deter- 
mines the input impedance. 


Construction and use 

The printed circuit board 
shown in Fig. 2 can be used for 
constructing both versions of 
the preamplifier. Separate parts 
lists are given to avoid construc- 
tion errors. Fit jumper A or B as 
appropriate, and do not forget 
the 2 wire links. Capacitors of 3 
different pitch sizes can be fit- 
ted in positions C: and Сг. Fig- 
ure 3 shows prototypes of the 
microphone preamplifier fitted 
in diecast enclosures to ensure 





Technical specification 


Supply voltage: 


9. 
Current consumption: 7. 
1 


"ae 


Signal-to-noise ratio 


Input resistance: 


Measurement conditions: 





Low noise microphone preamplifier 


5 mA (unbalanced version) 
5 mA (balanced version) 


NE5534: —87 dB (unbalanced version} 
—81 dB (balanced version} 
OP-27: —89 dB (balanced version} 
—83 dB (balanced version} 
Distortion: 5 0.003% 
Voltage gain: 40 dB 


24 KQ or 680 Q 
(unbalanced version). 
45 КО or 660 © (balanced version). 


А. = 4K7; Uo= 1Vims & 0 dB; f = 1 kHz. 
S/N ratio measured with input short-circuited. 


15V 











robustness and freedom of in- 
duced noise. 

The symmetry of the preampli- 
fier, and hence the attainable 
Signalto-noise ratio, depends 
mainly on the quality and the 
stability of the components 
used around IC:, IC: and ICs. 
Equally important, however, is 
the use of a high-quality micro- 
phone and a suitable cable. Sv 
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IC1..IC4 = NESS34; OP27 
D1; D2 = 1N4148 
7..C14 = 100n 
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Fig. 3 Prototypes of the preamplifier housed in Eddystone enclosures. 





Parts list 
Balanced version 


Resistors (+ 196] 
RiRe=332RF 
АВ = 22K 1F 
Rs;Rr = 6K81F 
KSF 
Rs;Ra=1K21F 

Rao; Ris; Ri? = 5K62F 
Ria = 4K75F 

Аза = ТООКЕ 








Capacitors: 
Cr;C2= not required 
Ca= 22р; styroflex/polystyrene 








Ca= 16; МКТ" 
CsiCe= 10y; 16 V; radial 
Cr. . Cu incl. = 100n 
Semiconductors: 
0";0 = 1N4148 


ІС. Са incl. =0Р-27 or 
NE5534 


Miscellaneous: 


PCB Type 87058 (available. 
through the Readers Services). 


[E e | 





Parts list 


Unbalanced ver 





Resistors (+ 196) 
Ru;Rz;Rs;Rs;Rr = not required 

















Re= wire link 
Rio Rr = 1KOF 

Rr - 8K25F 

Ала = ТООКЕ 

Capacitors: 

Сп= 140; MKT* 

C2;Ca= 22р; styroflex/ 
polystyrene 

Ca= 145; МКТ" 

Cs;Cs= 10у; 16 V; radial 
Ст. . „Сю incl. = 


not required 
Сип. . „См incl. = 100n 


Semiconductors: 
0102 = 144148 

ICi;IC2= not required 
ICa;ICa= OP-27 ог NE5534 


Miscellaneous: 


PCB Type 87058 (available 
through the Readers Services). 


* MKT capacitors are Siemens 
style, blue cased, Type 
832529. Available from 
ElectroValue e 28 St Judes 
Road e Englefield Green e 
Egham e Surrey TW20 OHB. 
Telephone: (0784) 33603. 
Manchester branch: (061 432) 
4945 
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14-BIT DIGITAL 
TO ANALOGUE CONVERTER 

















A high resolution D-A converter that enables computer control of 
test, measuring, and electrophonic equipment. 


Most D-A converters (DACs) that 
find applications in home-made 
peripheral equipment are 8-bit 
types. The converter chip used 
in this project, however, is a 
14-bit type originally designed 
for use in compact disc players. 
The programmable number of 
steps of this chip is 2", or 
16,384. The present converter 
board has a parallel input for 
ready connection to most types 
ої microcomputer. ^ Appli- 
cations of the board include a 
computer-controlled function 
generator (see the above photo- 
graph), a power supply con- 
troller, or a high quality driver 
for synthesizers and effects 
equipment. Many other appli- 
cations are within reach pro- 
vided the appropriate software 
is available—and that is where 
the programmer's own ingen- 
uity and creativity come in. 
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The Type TDA1540 
14-bit DAC 


The standards, and therefore 
the manufacturing technology, 
for ensuring the accuracy of a 
14-bit DAC are quite different 
from those applied to, say, 6-bit 
converters. In essence, the con- 
ventional DAC based on the use 


ofa R-2R ladder network (Fig. 1) 
requires no trimming if up to 10 
bits are converted; the stability 
of the resistors is simply in- 
creased to meet the required 
standard. For DACs with more 
than 10 bits it becomes 
necessary to calibrate the re- 
sistor ladder by means of a pro- 
cess called Jaser trimming, but 





Table 1 


Supply voltages: 
SIN (full scale sine wave) 
at analogue output 


Maximum clock frequency: 


at analogue output: 
Total power dissipation: 





Non-linearity (Ta=-20 to +70 °C): 


ТОА1540 14-bit digital to analogue converter 


*5V;7V 


85 dB 
% LSB 
12 MHz 


Full scale temperature coefficient 


*30:10* K! 
350 mW 


this also has its practical limi- 
tations. Applied to 14 and 16-bit 
DACs, the calibration of the 
chip would be upset when this 
is fitted in its plastic or ceramic 
enclosure. 

A different method of dividing 
the current in the network is re- 
ferred to as dynamic element 
matching—see Fig. 2а. А 14-bit 
version of this circuit can attain 
the required accuracy without 
the need for trimming, stabiliz- 
ation, or other adjustments. The 
current supplied by the refer- 
ence source is divided in 4 
equal currents by 4 matched 
transistors. It is evident that the 
inevitable production tolerance 
on the transistors causes small 
deviations, ЛІ, from the ideal 
current distribution: 


Q*AI)*(* AE) (I+ AI) 
(Гелі) з 1 





























Fig. 1 The accuracy of an R-2R ladder network is insufficient for a 


14-bit DAC. 
whence 
Ah Alz* Als Ah = 0. 


The 4 currents (+ AI) are alter- 
nately fed to the 3 outputs. This 
effectively timeaverages the 
error currents AJ, so that out- 
puts 1, 2 and 3 сапу currents 
whose average values are 
related as ЕРА = 1:1:2 (see Fig. 
2b). Ripple currents are sup- 
pressed with the aid of an R-C 
filter. The ripple frequency is 
50 kHz, ie., one fourth of the os- 
cillator frequency. The ВС 
filters also ensure that the 
average current is used in the 
D-A conversion when samples 
with a frequency of more than 
50 kHz are applied. 

Figure 3 shows the internal or- 
ganization of the TDA1540 14-bit 
DAC from Signetics. The cur- 
rent divider for the most signifi- 
cant bits, the reference and the 
amplifier form a current mirror. 
The reference current source 
also supplies the current for the 
most significant bit, eliminin- 
ating the need for additional 
filtering. A different current div- 
ider is used for the least signifi- 
cant bits. To avoid the need for 
an increase in the negative 
supply voltage for the chip, the 
current is not divided by con- 
necting matched transistors in 
parallel, but by designing and 
manufacturing these in accor- 
dance with the required distri- 
bution. 

For optimum operation the out- 
put voltage should be kept vir- 
tually nought, since this 
ensures the effectiveness of the 





RC filters while avoiding 
spurious products caused by 
the switch circuitry. This is im- 
portant because samples seem 
to come off the disc at a rate of 
176,400 per second when the 
CD is a type with quadruple 
oversampling. The high sam- 
pling frequency lowers the 
overall resolution to some ex- 
tent because the currents are 
averaged over a longer period. 
A compact disc is essentially a 
serial storage device, and the 
ТОАІ540 is, therefore, designed 
for serial processing of digital 
data. The most significant bit is 
first fed into the shift register. 
Data is stored in a latch to 
eliminate spurious analogue 
output currents. The principal 
technical specifications of the 
'TDA1540 are shown in Table 1. 


From parallel to 
analogue information 
‘The quickest and simplest way 
of outputting computer data toa 
peripheral device is via a paral- 
lel port. As already stated, the 


TDAIS40 handles serial data, | 


but the standard serial (RS232) 
port on a computer is generally 
too slow for direct interfacing. 


A parallel-serial converter is | 


therefore required to enable 
straightforward driving of the 
DAC board with the aid of 2 
parallel output ports. 

The block diagram of the 14 bit 
DAC board is shown in Fig. 4 
The M bits are applied as 2 
bytes, which are converted into 
serial format by a shift register. 
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Fig. 2 An accurate current ratio is obtained by time-averaging devi- | 


ations Ліл in a distributor circuit. 


The most significant bit (MSB) of | 
each byte is not used. Lines PAG | 
and РАТ are used for starting | 
the shift register, and also indi- 
cate which byte (MSB/LSB) is to | 
be loaded. The control circuitry | 
on the DAC board activates the 
RDY line to signal readiness for 
reception of the next 2 bytes 
when the shift operation is com- 





| the output of the DAC converts 


plete, and the D-A conversion 
has been started. 
А transimpedance amplifier at 


the output current into a сопе- 
sponding output voltage. 


Circuit description 
With reference to the circuit 
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Fig. 4 Block diagram of the complete 14 bit DAC. 
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diagram of Fig. 5, the DAC 
board is connected to the com- 
puter ports via connector Ki. A 
PIA (peripheral interface 
adapter) for the Commodore 
C64 computer was described in 
Reference 9, while MSX users 
are referred to Reference O. 
The operation of the circuit is 
explained with reference to the 
timing diagram of Fig. 6, and 
the flowchart for generating a 
sawtooth voltage shown in Fig. 
1. The numbers in between 
brackets refer to the pulses at 
particular points in the circuit 
diagram. The timing diagram is 
valid for a single FOR/NEXT 
loop. At the onset data is 
loaded into the shift registers, 
ІС» and ICio. The least signifi- 
cant byte on port lines PBx is 
loaded by making РАВ logic 
low. PA6 is then made logic 
high, and РА? logic low. This 
must happen simultaneously to 
prevent Ns prematurely supply- 
inga start pulse. Now the circuit 
can load the second (MS) byte, 
whose bit 6 and 7 are kept logic 
low to ensure the correct oper- 
ation of the converter. PAT is 
subsequently made logic high 
to enable the circuit to start 
shifting data into the D-A con- 
verter. Bistables FFi and FF» 
enable the clock signal (4) to be 
fed to the shift registers. 
Counter ІС counts the number 
of output bits from the shift 
register. When the 15th and 16th 
bit have been shifted out, and 
the М bit appears on output 
Qu, Міо is enabled by № to 
pass clock pulses (7) to the 
DAC, ICz. After a total of 16 
clock pulses, all bits are 
available in the DAC, point (6) 
goes high, and Niz supplies an 
output pulse (8) that causes the 
M bits to be latched in the DAC, 
and FFi and FF» to be reset. 
The ready signal (RDY) goes 
high, and the computer can out- 
put the next 2 bytes. The pulse 
diagram shows that the the cir- 
cuit is not activated until the bits 
are loaded. This arrangement 
effectively prevents the pro- 
duction of spurious signals, 
Operational amplifier ICs 
translates the output current 
from the DAC into a corre- 
sponding voltage. A virtual 
ground potential is created to 
ensure a low offset at the output 
of the Т”А1540. The maximum 
output voltage of the opamp is 
4R2 V, where Rz is given in КО. 
The minimum load impedance 
is 600 9. 

Separate +15 У and -17 V sup- 
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Fig. 5 Circuit diagram of the 14 bit DAC. ` 


plies are required to feed the 
DAC board. Standard designs 
with a Type 7818 regulator 
(+18 V), and an LM337 (—17 V) 
are adequate for this purpose. 
Resistors Rs and R« are high 
stability. (196) types. The values 
stated for Ro, Rs and Rs ensure 
optimum performance of the 
converter. Re and Ва may be 
made from series connected 
resistors as shown in the circuit 
diagram and the parts list. 


Construction 

The ready-made printed circuit 
board for building the con- 
verter is shown in Fig. 8. Be 
sure to fit all wire links shown 
on the overlay; the 2 long links 
in between IC and ICs should 
be made in insulated wire. The 
voltage regulators are fitted 
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direct onto the board, and may | Fig. 6 Timing diagram for а single sampling cycle. 
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| start sawtooth 





initialize 1/0 port 
PAG = РА? = 








loop 





FOR X = 


MSB = INT (X/256) 
LSB = X-(MSB*256) 
PAG - 
place LSB in shift register 

PAG = "1": PAT = "9" 

place MSB in shift register 

РА? = "17: REM start conversion 
wait until done 


0 1027141 














goto loop 











Fig. 7 Flowchart for generating a sawtooth voltage. 


be fitted with small heat-sinks. It 
is recommended to fit the 
TDAIS540 in an IC socket. 


Samples and filters 
The number of samples fed to 
the DAC board depends on the 
speed of the process to be con- 
trolled by the computer. The 
maximum sample rate of the 
circuit is 10 МН2/16 = 687,500 
per second, but this is not likely 
to be attainable in view of the 
time required for the computer 
to load the shift registers. As a 
rule of thumb, the sample fre- 
quency is at least 2 times the 
highest frequency of the 
analogue output signal. 

A filter is required when the 
DAC is used for audio or 
measuring applications as in, 
for instance, a computer- 
controlled function generator. 
It can be shown that the 





analogue output of the DAC 
supplies a modulated signal 
with spectral impurities due to 
mixing products. Figure 9a 
shows a spectral analysis of 
an audio signal sampled at 
44.1 kHz, without digital filter- 
ing. It is seen that mixing prod- 
ucts are generated above 
22 kHz. These spurious signals 
—and possibly intermodulation 
products that arise from them— 
can become audible in the 
amplifier, and call for an ex- 
tremely steep-skirted low-pass 
filer to achieve sufficient sup- 
pression. The need for a filter is 
also evident from the fact that 
on a CD a 20 kHz sine-wave is 
represented by only 2 samples. 
Obviously, this sine-wave can 
only be restored with the aid of 
a filter. In a compact disc player 
using quadruple oversampling, 
the sample frequency is 
176.4 kHz. Figure 9b shows that 
this relaxes the requirements 





Table 2 








get machine cose 


MACHINE Со 





PRINT" 
110: PRINT 
It machine code 














sinu 
X moD 256 

“icad shiftreg. a 
raad Pior 
load sħiftreg. b 
read Pior 
‘panerate start pulse 





NEXT U' RETURN 
3 + resi PIO status referent 
"STATUS PIO-PORIS- 

.HEXSLINP(DA) > 
ЕХБ INP(DB)} 








Table 3 


Commodore 054 


NIIIALISE PIA 
2-CA-DA«1: DB-CA«1:CB«DB« 


HE 


82855455 
н 





989922 


i 





А 







T 
| 


395 mame PROGRAM сто 


m 


AND A$.:727 AND ASt 





317 IP A$:.77 THEN CHOICE=ASC(AS) 
1000 REM SCREEN LAYOUT 

1010 PRINT CHRS(147) 
1050 PRINT” 

1060 PRINT 7 1, 
1079 PRINT - <2 
1850 PRINT — 





DIRECT VOLTAGE” 
зантоотн VOLTAGE” 
5: паалан" 





2110 DATA 169,128, 161 
2120 DATA 222,169,64, 
2130 DATA 1691 192, 143 

‘SIME “eave 








TO 6.203 STEP.1 
91-5«6191.SSIN(U) 
1S0-X-MSB*256 








NEUT-ENTER VALUE 7:8 
PORE $c200.INT(B/256) 

6930 FORE $C201.B-INI(M/256)*256 
E220 GOSUB 1000 RETURN 


p 
€020 


і 


x 


ICE-O-PRINT CHRS(147):REM CLEAR SCREEN 


549 AND CHOICE.S2 THEN 217 


»"3" THEN 210. 


EM CLEAR SCREEN 
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Parts list 


Resistors (+ 5%): 
R1=2K7 

R2=2K5 (1KO+ 1K! 
Ra=82RF 

Ra - 620RF (470RF + 150RF) 



















Rs5-4K7 
2к2 
Capacitors: 
очної Spell tee 
zs iine, Ore tnnt 
avo рено) | | сто 
PEE v cum 
[N | | C10=220n 
SR X HFR | ca 
і sv Sedo | p 
о ‘Oboe 15 
d Z 8 epe 
C27 - 2u2; 16 V; axial 





iconductors: 
ICi- 74HCT27 
1С2= 7415132 
1Сз= 74HCTO4 
ICa - 74НСТ161 
1C5- 7805 

1C6- 7905 


Ф 
J 0 099) с | | 1С2=трд1540' 
IC7- 
5 | | ісв-мевБ34 
= Wd оо IC9;IC10= 74HCT165 
ooo ?[ooooooóooo]* | 111-2 74HCT74 
000; 6 319900000000 6 


Miscellaneous: 
X1= 10.000 MHz quartz 
crystal, 30 pF (AT) series res- 




















Fig. 8 Printed circuit board for building the 14 bit DAC. onant; HC18/U enclosure. 
K1= 20-way, double row, male 
for the slope of the low-pass header. 


PCB Type 87160 (available. 


filter, and makes it possible to 
through the Readers services} 


use a third-order filter with 
Bessel or Butterworth charac- d : 

pO ES IT riis lots e Toren Phot e 
than adequate performance. MEE WERE EU 
distributors see Infocard 509 
Software (ЕЕ May 1987). 

Table 2 lists a program for 
generating a direct voltage, a 
sawtooth voltage, or a sine-wave 
with the aid of an МХ com- 
puter. A similar program for the 
Commodore C64 is shown in 
Table 3. It should be noted that | | 9 
the addresses of the input/out- sodio band 
put devices may have to be VE 
altered as required, In the MSX 

oer aa seers EB. S SEC. 
converter is effected in lines 

410. ..810, in the C64 program 299 ee tend 
in lines 3040. . .3080. 


It is regretted that software for 
computers other than the C64 
and those in the MSX series is 
not available, 
































D 
References: ри 
© Computerscope - 2. Elektor P5 - TAE = 
Electronics, October 1986, anus f [kHz] 











р. 44. 
2 MSX Extensions - 4. Elektor 
Electronics, January 1987. | Fig. 9 Output spectrum of a DAC at a sample rate of 44.1 kHz (a) and 176.4 kHz (b). 
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SSB ADAPTER 


A low-cost add-on unit that enables single-sideband reception on 
virtually any AM short-wave receiver. 
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Every experienced short-wave 


listener knows that single side- | 


band (SSB) transmissions can 
not be received unless a 
special detector is installed in 
the receiver. Unfortunately, 
however, an SW receiver 
suitable for SSB reception is 
generally far more expensive 
than an AM/FM general cover- 
age, radio set having adequate 
sensitivity and selectivity. To 
the dedicated SW listener, 
amateur and utility stations 
transmitting SSB signals are 
often more interesting than 


(broadcast) AM stations in view | 


of their uniqueness, and the 
larger distance covered. SSB 
transmitters are more economi- 
cal than AM transmitters as 
regards bandwidth and power 
consumption, due to the ab- 
sence of the carrier and the 
second sideband. 


Carriers and 
sidebands 

It can be shown that the RF 
power contained in the carrier 
and one sideband of an AM 
modulated RF signal is redun- 
dant, because it is not, strictly 
speaking, needed to convey in- 
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formation to the receiver. For 
this purpose, one sideband suf- 
fices. The RF output signal of an 
AM transmitter modulated with 
asingle, sinusoidal frequency is 
shown in Fig. L The instan- 
taneous amplitude, U, of the RF 
carrier is a function of the am- 
plitude of the modulating AF 
tone, which can be recon- 
structed by drawing a line 
along the peak excursions of 
the RF voltage (the envelope 


| 
| 
| 


waveform). Mathematically 
simplified, this AM signal is de- 
scribed by the expression 


Uam=Uc(fe)+mU efe fm) + 
+mUc(fe-fm). 


It is seen that the amplitude of 
the AM signal, Uam, is the sum 
of 3 terms. The first, Uc(fc), is 
the amplitude of the carrier 
with frequency f. The second 
and third term are of equal am- 























single tone. 


Fig. 1 RF output signal of an AM transmitter modulated with a 


plitude, mUc, but denote sig- 
nals adjacent to the carrier, ie., 
below and above fe. The factor 
m represents the relative ampli- 
tude of the modulating signal 
with frequency fm. Figure 2a 
shows an analysis of the AM sig- 
mal in the frequency domain 
(spectrum analysis). The carrier 
is modulated with a single tone 
that gives rise to 2 side tones, 
each having a lower amplitude 
than the carrier. Modulating the 
AM transmitter with a composi- 
te AF signal eg. music or 
speech, causes two side bands 
rather than side tones adjacent 
to the carrier, and so increases 
the overall bandwidth occu- 
pied by the signal. Returning to 
the above formula, it is readily 
seen that the terms mU¢(fe + fin) 
(upper sideband, USB) and 
mUc(fe+fm) (lower sideband, 
LSB) convey the same intelli- 
gence, namely the modulated 
signal, while the carrier, Uefe), 
does not convey any intelligen- 
ce. Evidently, the carrier and 
one sideband are not needed to 
convey information from the 
transmitter to the receiver, and 
this forms the basis of the SSB 
modulation method, which is 
sometimes—more  properly— 





























Fig. 2 Spectral analyses of AM signals. Fig. 2a: 


single tone modulation. Fig. 2b: modulation with a comp: 








Parts list 


Resistors (+ 596) 
Rie 10K 

Rafa = 100 
Re=100R 





OOR linear potentiometer 


Capacitors: 

C1=200p variable capacitor 
Ce=6n8 

Cs;C« = 39n 





Inductors: 


1 - Neosid Type 7A1S* 
inductor assembly (see text) 
Lila = 2704H 


Semiconductors: 


Ds;Da- 144148 
Ta;Ta;Ta  BFA94. 


Miscellaneous: 

5, = miniature SPST switch. 

РРЗ battery (9 М) and clip-on 
connector. 

PCB Type 87662X (not available 
through the Readers Services]. 

Suitable metal enclosure. 


* Neosid inductor assemblies are 
available from 

Neosid e Eduard House e 
Brownfields e Welwyn Garden 
City e Hertfordshire AL7 1AN. 
Telephone: (0707) 325011 
Telex: 25423. 

or from 

Bacton Inductive Components 
Limited e Unit 8b e 
Cambridgeshire Business Park 
© Angel Drove e Ely e 
Cambridgeshire CB7 4DT. 
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referred to as SSBSC (single 
sideband, suppressed carrier). 
In theory, an SSB transmitter 
uses only. a quarter of the 
power of an AM transmitter for 
conveying the same infor- 
mation. In an AM transmitter, 
half the power is "wasted" in 
the carrier, the other half goes 
into the sidebands. The RF 
power of an (ideal) SSB transmit- 
ter drops to nought in the 
absence of a modulating signal. 
Hence an SSB transmitter has a 
far better power efficiency than 
an AM transmitter, and at the 
same time occupies less band- 
width; relatively low power SSB 
transmitters can, therefore, be 
used to cover considerable 
distances (maritime communi- 
cations, radio amateurs, etc.) 





Fig. 3 Circuit diagram of the SSB adapter for AM receivers. 


without laying too heavy a claim 
on the available power source. 


From SSB to AM 


The operating principle of the 
present adapter follows from 
the previously discussed rela- 
tionship between AM and SSB. 
Ал SSB signal can be converted 
into AM by adding a carrier and 
a sideband. Both are obtained 
with the aid of an oscillator tun- 
ed to the receivers in- 
termediate frequency (ІР), 
which is usually 455 kHz. The 
externally generated carrier 
serves as the reference fre- 
quency against which the (up- 
per or lower) sideband is 
demodulated. The second side- 
band is automatically obtained 





in this process, so that a double 
sideband AM signal is available 
for demodulating. The combi- 
nation of the AM receiver and 
the SSB adapter is, understan- 
dably, not up to a real SSB com- 
patible receiver with its special, 
narrow band, IF section. None 
the less, the results obtained 
with the present add-on unit are 
satisfactory for relatively strong, 
interference-free, signals. 


Circuit description 

The SSB adapter is a simple cir- 
cuit, shown in Fig. 3. Transistor 
T: oscillates at 455 kHz with the 
aid of parallel tuned circuit 
CL. The oscillator signal is 
raised and filtered in a cascode 
amplifier set up around Тг and 
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1 Fig. 4 Printed circuit board for the SSB adapter. 
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NEOSID 7A1S 
87662X-5 











Fig. 5 The Type 7A1S inductor 
assembly from Neosi 
screening can. 2: ferrite cup. 3: 
iron dust core. 4: ABS former 
and base. 





| Ta The amplitude of the output 
signal is made variable with P4, 
enabling optimum perform- 
ance with any receiver. The 
adapter's output signal is con- 
nected direct to a length of in- 
sulated wire, wound as | or 2 
turns around the receiver (in- 
ductive coupling). The adapter 
is fed from a 9 V battery. 


Construction and 
alignment 

The printed circuit board for 
the SSB adapter is shown in Fig. 
4. Construction is straightfor- 
ward with the possible excep- 
tion of inductor assembly Li — 
see Fig. 5. Viewed from under- 
neath, the base of the ABS 
former in the Type 7AIS as- 








sembly has 5 pins, 3 at one side 
and 2 at the other. Inductor Іл is 
connected to the latter 2 pins. 
Close-wind 53 turns of 
20.2 mm (36 SWG) enamelled 
copper wire onto the 2 sections 
of the former, and make sure 
that the ferrite cup (part 2 in Fig. 
8) can be fitted on top. Secure 
the winding with a piece of 
Sellotape. Check the continuity 
at the base, and fit the former 
onto the PCB. Carefully slide 
the screening can over the 
former, then push-fit and solder 
its mounting tabs in the holes 
provided. Make sure that the 
top end of the former fits snugly 
in the hole in the top of the 
screening can. Tuning capaci- 
tor C: and level control Р: are 
fitted as external components. 





Itis recommended to fit the SSB 
adapter in a metal enclosure to 
prevent spurious radiation. 

Set variable capacitor C; to the 
centre position, and P: to maxi- 
mum. Connect the coupling 
loop around the receiver to the 
adapter output. Tune the re- 
ceiver to an AM broadcast 
station, and switch the adapter 
on. Adjust the core in Li with a 
non-magnetic trim tool until a 
whistle (beat note) is heard in 
the receiver. Lower the fre- 
quency of the beat note by ad- 
justing Ls, until it is no longer 
audible (zero beat tuning). 
Switch off the adapter, and tune 
the receiver to an SSB station. 
Switch the adapter on again, 
and adjust C: and P: until ће 
speech becomes intelligible. B 





DRILL SPEED 


CONTROL 
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Most drill speed controllers suffer from one 
or more drawbacks. These include poor 
speed stability, excessive instability at low 
speeds, and high power dissipation in the 
series resistor used to sense motor current. 
The circuit described here suffers from none 
of these drawbacks, and in addition is 
extremely simple. 

The mains input is rectified by 01 and 
dropped by Rl. The current drawn by ТІ 
can be controlled by means of P1, thus also 
controling the DC voltage that appears 
across C2, and hence at the base of T2. T2 is 
connected as an emitter follower, and the 
voltage sppearing at the cathode of D3 is 
about 1.5 V less than the base voltage of T2. 
Assuming that the motor is turning but that 
the triac is turned off, the back e.m.f. 
generated by the motor will appear at the TT 
pin of the triac. So long as this voltage 
exceeds the cathode voltage of D3 the triac 
will remain turned off, but as the motor 
slows down this voltage will fall and the triar 














will trigger. If the load on the motor 
increases, thus tendiag to slow it down, the 
back e.m.f. will fall more quickly and the 
triac will trigger sooner, thus bringing the 
motor back up to speed. 

Since the triac can be triggered only on 
positive half-cycles of the mains waveform 
the controller will not vary the motor speed 
continuously from zero to full speed, and 
for normal full-speed running S1 is included, 
which turns the triac on permanently. 
However, the circuit exhibits good speed 
control characteristics over the important 
low speed range. 

Li and СІ provide suppression of r.f. 
interference generated by the triac. L1 can 
be a commercially available r.f. suppression 
choke of a few microhenries inductance. The 
current rating of L1 should be from two to 
four amps, depending on the current rating 
of the drill motor. Almost any 600 V 6A 
triac can be used in the circuit. 








SWITCH-MODE POWER SUPPLIES 


. Recent advances in power semiconductor technology and 
inductive components have boosted the use of compact, high 
efficiency power supplies of the switch-mode type. Now SMPSs of 

various power ratings are becoming widely availab! 
reasonable prices, it seems timely to focus on their design 
principles and practical aspects. 


Most electronic circuits can not 
work without a power supply of 
some kind. The basic mains 
supply consists of а trans- 
former, a rectifier, a filter 
(smoothing/reservoir capaci- 
tor), and a linear control circuit 
(regulator) for adjusting the out- 
put voltage to the desired value. 
It may be argued that the basic 
power supply has a number of 
important disadvantages. For 
relatively high powers, the 
mains transformer is often 
bulky and expensive, and the 
same goes for the smoothing 
capacitors). Moreover, the 
product of the voltage drop 
across the regulator and the 
current consumption of the 
load forms dissipated, and 
therefore wasted, power, which 
results in a very low overall ef- 
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Fig. 1 The 3 basic configur- 
ations of a switch-mode power 
supply- 


ficiency, especially at relatively 
low output voltages. Not sur- 
prisingly, in the rapidly ex- 
panding world of microelec- 
tronics there arose a growing 
need for a high-efficiency 
power supply. 

This need was met by the 
switch-mode power supply 
(SMPS), in which the output 
power is not regulated continu- 
ously, but pulsed at a relatively 
high frequency. An output filter 
is included for smoothing the 
supply voltage. 

The filter components can be 
kept small thanks to the high 
frequency, and the same goes 
for the (toroidal) transformer if 
galvanic insulation is required. 


Basic configurations 

A switch-mode power supply is 
essentially a DC-DC converter. 
The 3 basic circuit configur- 
ations are shown in Fig. 1. The 
flyback circuit works as 
follows. A magnetic field builds 
up in the inductor as long as the 
switch remains closed. When 
the switch is opened, the induc- 
tor functions as an energy 
source. The voltage across the 
inductor is reversed, and the 
conducting diode passes the 
energy to the reservoir capaci- 
tor. Note that the output voltage 
is reversed with respect to the 
input voltage. 

The forward converter does 
not reverse the polarity of the 
input voltage. The capacitor is 
charged via the inductor when 
the switch is closed. The differ- 
ence between the input and the 
output voltage is available on 
the inductor. In contrast to that 
in the flyback converter, the 
switch is closed when the ca- 
pacitor is being charged. When 
the switch is opened, the mag- 
netic field of the inductor is 
weakened via the flyback 
diode. The switch is, of course, 
1 а power transistor, and the di- 








ode affords protection against 
the induced voltage. In a for- 
ward converter, the input volt- 
age is higher than the output 
voltage. 

The third basic configuration is 
referred to as boost or step up 
converter. This circuit іп- 
creases the input voltage, and is 
functionally similar to the 
flyback converter. Energy is 
stored in the inductor when the 
switch is closed. When the 
switch is opened, this energy is 
supplied to the load at the out- 
put via the diode. 


The continuous and 
discontinuous mode 
‘Two modes of operation can be 
distinguished, depending on 
the current in the inductor—see 
Fig. 2. 

After closing the switch, the 
current in the inductor in- 
creases linearly up to a specific 
maximum value (Ui = constant). 
After opening the switch, the 
current decreases linearly. The 
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circuit operates in the discon- 
tinuous current mode if the cur- 
rent is nought in every period. 
The capacitor supplies the load 
current during the remainder of 
the period. The discontinuous 
mode is characterized by the 
good response of the closed 
regulation circuit to fluctuations 
in the input voltage (Jine regu- 
lation), and the output load 
(load regulation) There is no 
energy in the inductor at the 
start of each period, and regu- 
lation can, therefore, take place 
on a period-to-period basis. It 
can, in fact, be argued that the 
inductor is not present in the 
regulator circuit. The maximum 
phase shift of 90° in the buffer 
capacitor ensures the stability 
of the closed regulation circuit. 
A disadvantage of the discon- 
tinuous mode is the relatively 
high peak current carried by 
the power switch. Flyback and 
step up converters usually 
operate in the discontinuous 
mode. 

In the continuous current 
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Fig. 2 The discontinuous (а) and the continous current mode (b) dif- 
fer in respect of the current carried by the inductor. 
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Fig. 3 A traditional soft iron core (background) and a modern ETD 


ferrite core of equal power rating 


mode, the current through the 
inductor does not drop to 
nought at the end of every 
period. The ripple current in 
the inductor is small relative to 
the load current, and this re- 
quires а. fairly high self- 
inductance. The buffer capaci- 
tor, on the other hand, can be 
kept relatively small. The 
favourable shape factor of the 
current through the power tran- 
sistor and the diode makes the 
continuous mode eminently 
suitable for high power appli- 
cations, The response to load 
fluctuations is, however, worse 
than that of a circuit in the 
discontinuous mode. Each 
change in the output load cur- 
rent requires a corresponding 
change in the direct current 
through the (relatively large) 
self-inductance, and this pro- 
cess may take several periods 
to complete. 

It is not possible for a system to 
automatically switch from con- 
tinuous to discontinuous oper- 
ation, or vice versa, because 
this would cause a con 
siderable change in the open 
loop transfer characteristics, 
giving rise to instability of the 
closed regulation system. This 
means that the load current of a 
system in the continuous mode 
should be higher than half the 
peak-to-peak value of the ripple 
current in the inductor. Forward 
Converters usually operate in 
the continuous current mode. 


Off-line operation 


In many cases, the input voltage 
is a rectified and smoothed 


11.46 elektor india november 1987 





voltage obtained direct from 
the mains. The direct voltage so 
obtained (approx. 335 V at a 
240 VAC mains supply) is rarely 
used for converting down to, 
say, 12 V, in view of the resultant 
low duty factor, and the need 
for large self-inductances. Also, 
a direct connection to the 
mains is dangerous, and nor- 
mally not permitted. This calls 
for a (ferrite) transformer, 
which, in an SMPS, has the ad- 
vantage of being much smaller 
than a soft iron type used in the 
traditional 50 Hz mains supply 
(see Fig. 3). There are, however, 
a number of important con- 
siderations as to keeping the 
losses of the core material 
within acceptable limits. Ferrite 
is used instead of laminated 
iron, and offers a number of ad- 
vantages. The construction of a 
ferrite core is relatively simple, 
and ferrite is a light and in- 
sulating material. 

The turns ratio of the ferrite 
transformer enables converting 
the high input voltage down toa 
value close to the desired out- 
put voltage. The conversion in- 
creases the duty factor, and 
hence reduces peak currents in 
the power transistors. 


Transformer circuits 

The simplest configuration of 
an SMPS is the single transistor 
flyback converter shown in Fig. 
4a. This circuit is well-known in 
low power supplies with an out- 
put rating up to about 250 W. In 
this application, the transformer 
is more properly referred to as 
a coupled  selfinductance, 


because it assumes the function 
of the inductor shown in Fig. la. 
The forward converter in con- 
tinuous mode is more suitable 
for feeding relatively heavy 
loads. The most commonly 
found version is based on a 
single transistor and а 
demagnetization winding in the 
primary circuit-see Fig. 4b. 
The transistor must be able to 
handle twice the input voltage. 
The demagnetization winding 
can be omitted if the circuit is 
extended with a transistor and a 
flyback diode as shown in Fig. 
| 4c. In this circuit, the transistors 
| need only withstand half the 
| voltage. They are, however, 
| driven with respect to different 
potentials, just as in the bridge 
circuits to be discussed. 

Half or full bridge circuits are 
| used mainly for high power ap- 
plications. The full bridge 
variant is suitable for very heavy 
loads thanks to the fact that 
the effective input voltage is 
| doubled. The last variant, 
shown in Fig. 4g, is also a 
bridge circuit, based on a 
centre-tapped transformer that 
enables the transistors to be 





driven with respect to a com- 
mon reference potential. 

Bipolar transistors as well as 
power FETs can be used in the 
primary circuit. Bipolar tech- 
nology is suitable for switching 
frequencies up to 80 or 100 kHz. 
Power FETs are faster, and can 
be used at higher frequencies 
without running into excessive 
switch losses. Currently, the 
maximum usable frequency is 
about 1 MHz, and power FETs 
are expected to become 
predominant in SMPSs in view 
of the ever increasing switching 
frequencies. Power FETs for 
relatively high voltages are, 
however, still quite expensive, 
and more attractive for use in 
countries with a 117 V mains 
supply, such as the USA. 


Core saturation 

Any transformer winding forms 
a selfinductance, and the 
average voltage across it 
should, therefore, be nought. 
When this is not so, the remain- 
ing direct voltage causes an lin- 
early increasing direct current 
until the core is saturated. The 
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Fig. 4 Various configurations of the 
SMPS. 
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Fig. 5 Functional diagram of а SMPS with the control electronics 
located at the secondary side (а) or the primary side (b). 


H-fiéld, and with it the current, 
then increases exponentially, in 
accordance with Faraday's law 
of constant increase of the mag- 
netic flux per unit of time. This 
effect must be prevented 
because it can lead to destruc- 
tion of the primary circuit. 

In the circuits of Fig. 4b and 4c, 
the field in the transformer core 
is weakened with the aid of the 
flyback diode(s but only as 
long as the duty factor remains 
below 80%, Problems owing to 
permanent magnetization are 
not expected to arise in the cir- 
cuit of Fig. 4d, where the coup- 
ling capacitor ensures the 
absence of direct current 
through the primary winding. 
The situation is more complex 
in Fig. 4e.Although the primary 
winding is AC coupled, a direct 
voltage may still exist at the 
junction of the capacitors. This 
positive or negative potential 
may arise from less than perfect 
(ie., unbalanced) driving of the 
power transistors, which may 
have different recovery times 
also. Unbalancing of the 
primary circuit can be 
prevented with the aid of a com- 
pensation winding and 2 fly- 
back diodes. 

А coupling 
blocking the 


capacitor for 





direct current is rarely used in 
the circuit of Fig. 4f, because 
this is rated for very high 
power. Both the positive and 
the negative current in the 
primary winding are measured, 
and any difference between 
them is compensated by con- 
trolling the duty factor. This 
safety measure can be applied 
to the circuit of Fig. 4g also. 


Voltage control 

Ina switch-mode power supply, 
the output voltage is measured, 
compared to a reference, and 
kept constant by controlling the 
duty factor of the drive signal 
applied to the power switches 
(ie., transistors). The regulating 
effect of the control circuit 
depends on the open-loop 
characteristics of the system. 
The simplicity of the flyback 
converter makes it less suitable 
for many purposes, since the 
duty factor depends primarily 
on the load at a constant output 
voltage. Good voltage regu- 
lation requires a high amplifi- 
cation of the measuring and 
control circuit. In a forward 
converter, the voltage control 
circuit need not have a strongly 
regulating effect because in 


magnetizing | essence the output voltage 





depends only on the turns ratio 
of the transformer (assuming a 
constant input voltage). 
There are 3 basic types of 
voltage control system: 
Direct duty factor control. 
The error signal is amplified, 
and drives a pulsewidth modu- 
lator, which in turn adjusts the 
duty factor as required. A high 
overall amplification is needed, 
at the cost of some stability— 
notably in the case of con- 
verters operating in the con- 
tinuous mode. 
e Voltage feedforward. This is 
the most commonly used 
system. Preregulation of the 
duty factor is implemented as a 
function of the input voltage, 
enabling the output voltage of 
the open loop system to be 
made independent of the input 
voltage. The control circuit is, 
therefore, only required for 
compensating load fluctuations. 
The preregulation system im- 
proves the line regulation, and 
so ensures sufficient suppres- 
sion of hum. 
* Current mode control. A sec- 
ond control circuit. (inner 
loop) inside the voltage control 
circuit (outer loop) enables 
switching off the power transis- 
tor at a more or less fixed peak 
value of the current. The effect 
so obtained is the (quasi) disap- 
pearance of the inductor from 
the output filter. The whole 
system is then essentially a first 
order network with the capaci- 
tor in the output filter as the 
only phase changing element. 
The stability of the whole 
supply, as well as the response 
of the closed system to fluctu- 
ations in the input voltage and 





the load current, is excellent. 
High power forward converters 
of the continuous type are often 
equipped with a current mode 
control for obvious reasons. 


Location of the 
control circuit 


The voltage control circuit can 
be located at the primary or the 
secondary side of the supply. A 
circuit at the primary side (Fig. 
5b) makes it possible to drive 
the power stage direct from the 
IC, while it is a relatively simple 
matter to implement circuits for 
primary current monitoring and 
preregulation. A disadvantage 
of the primary location is the 
need for an insulating device in 
the control loop for transmitting. 
an analogue signal from the 
primary to the secondary side. 
This is usually done with the aid 
of an optocoupler. Only the er- 
ror signal is transmitted to rule 
out instability of the output 
voltage owing to ageing effects 
in the optocoupler. 

A control circuit at the second- 
ary side (Fig. 5a) enables direct 
coupling of the voltage control 
circuit. Also, it allows the use of 
the the reference circuit built 
into many of the currently 
available integrated SMPS con- 
tollers. The PWM signal is fed 
to the power stage via a fast op- 
tocoupler, or a special pulse 
transformer. Differences in the 
drive applied to several power 
transistors are relatively simple 
to monitor and correct, but the 
primary location makes it diffi- 
cult to keep tabs on the primary 
current. 
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Fig. 6 General block diagram of an integrated SMPS controller. 
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Whatever control circuit is 
used, it must have its own (start) 
supply. The self-generated 
voltage is, of course, only 
usable after the supply is fully 
operational. а 


SMPS controllers 

A wide variety of integrated cir- 
cuits is currently available for 
controlling switch-mode power 
supplies. These ICs are essen- 
tially very similar, and a general 
block diagram is therefore 
given in Fig. 6 to explain their 
operation. 

The pulsewidth modulator is 
composed of a sawtooth gener- 
ator, a voltage comparator and a 
set-reset bistable. A second in- 
put-on the comparator is con- 
nected to the output of an 
opamp that amplifies the differ- 
ence between the real and the 
required (set) output voltage. 
An accurate, and temperature 
compensated, voltage refer- 
ence is often included for ad- 
justing а specific output 
voltage. 

The remainder of the circuits in 
the chip have auxiliary func- 
tions, and serve for various 
types of protection. Voltage 
feedforward or current mode 
control is possible by changing 
the slope of the sawtooth signal. 
Special control inputs make it 
possible to set a duty factor of 
nought, An analogue input is 
| activated above a predefined 
voltage level, and can be used 
for making a 2level short 
circuit protection. When the 
output current reaches the first 
level the duty factor is held 
constant, and the circuit sup- 
plies a constant, maximum, cur- 
rent. The duty factor is made 
nought above level 2. A digital 
input enables remote control of 
the supply (computer- 
controlled test sites, etc.). 

An input for setting the maxi- 
mum duty factor is standard on 
most SMPS controllers. Prop- 
erly driven, it prevents satu- 
ration of the transformer core, 
and hence an exponentially ris- 
ing primary current. This safety 
measure is especially useful for 
supplies operating in the con- 
tinuous current mode: In these, 
the duty factor has a tendency 
to rise to the maximum value at 
each change in the output cur- 
rent, in an effort to correct the 
direct current through the in- 
ductor in the output filter in ac- 
cordance with the new load. 
11.48 elektor india november 1987 
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7 Circuit 


The multi-voltage 
supply 

Additional supply voltages are 
fairly simple to implement in a 
SMPS with the aid of appro- 
priate auxiliary windings on the 
secondary of the transformer. 
In computer equipment, the 
usual combination is a powerful 
5 V section, and auxiliary +12 V 
supplies. Voltage control is 


usualy only effected on the | 


+5 М rail. If the magnetic coup- 
ling between the secondary 
windings on the transformer is 
sufficiently tight—this is typical 
of a well-constructed trans- 
former—the output voltage of 
the auxiliary windings is 
regulated along with the main 
supply, at acceptable accuracy. 





Losses 

Switch-mode power supplies 
are known mainly for their high 
efficiency. In spite of this, some 
power is, of course, wasted. 


e Switching losses in the 
power transistors. Faster 
switching—eg. with the aid of a 
speed-up capacitor—keeps 
these losses acceptable. The 
power loss incurred in the con- 
ductive transistor is relatively 
small, especially at high input 
voltages. 
* Transformer losses can be 
classified as copper or core 
losses. At switching fre- 
quencies below 100 kHz, cop- 
per losses are the main 
consideration in finding the op- 
timum specifications of the 





liagram of a 5 V; 20 A; 50 kHz supply (courtesy Siemens). 


transformer in the SMPS. Also, 
care should be taken to counter 
a considerable skin effect, 
which reduces the effective 
diameter of the copper wire as 
the frequency increases. Many 
SMPS manufacturers use litze 
wire for their transformers to 
prevent losses arising from the 
skin effect. 


Core losses are due to eddy 
currents and hysteresis of the 
ferrite material. They depend 
on the so-called Zux density 
sweep, and the frequency. 
Manufacturers of ferrite cores 
can supply graphs to establish 
the maximum permissible core 
losses as a function of the ther- 
mal resistance of the core, and 
other parameters. Core losses 








form the crux in designing a 
transformer for use in an SMPS. 
Rectification and filter losses. 
These become more serious at 
relatively low output voltages 
(6 V), and are mainly due to the 
forward voltage drop across the 
diodes. Schottky diodes are 
often used in view of their low 
forward voltage drop and good 
switching characteristics. Some 
power is also wasted in the in- 
ductor as part of the output 
filter. 


A practical circuit 

The circuit diagram of a typical 
Switch-mode power supply is 
shown in Fig. 7 (Siemens Appli- 
cation) 

Buffer capacitor C: is fitted at 
the output of a bridge rectifier, 
which is fed from a mains filter. 
Power resistor Rv limits the 
peak charge current when the 
supply is switched on. The type 
of transformer used makes 
clear that the circuit is a for- 
ward converter. The primary 
and secondary winding (Nz; Ns) 
are in phase, as indicated by the 
dots. Auxiliary windings N: and 
N: serve to demagnetize the 
core, The dotted line in the core 
indicates the use of an elec- 
tromagnetic shield. The con- 
figuration of the secondary 
output filter shows that the 
supply is designed for oper- 
ation in the discontinuous cur- 
rent mode. A relatively small 
self-inductance is used in con- 
junction with a large buffer 
capacitance to ensure sufficient 
output power when the induc- 
tor carries no current. The out- 
put voltage is divided and 
compared to a 3 V reference. 
The error signal from the oper- 
ational amplifier is fed to the 
TDA4718-based primary control 
circuit via an optocoupler. 
Components Cr and Rr define 
the switching frequency of 
50 kHz. Provision has been 
made to set the maximum out- 
put current (pin 9). The maxi- 
mum primary current is 
monitored with the aid of the 
network connected to pin 8. 
The capacitor fitted at pin 18 of 
the controller ensures a gradual 
increase of the duty factor after 
power-on (soft start). The input 
voltage is checked via pin 6 and 
1. The duty factor is made 
nought when the input voltage 
is either too low or too high. 
Voltage feedforward is im- 
plemented with the aid of Rr, 

















Fig. 8 A compact switch-mode power supply. 


signal at the output of the con- 
troller is fed to the power 


MOSFET via a number of paral- | 


Jel CMOS buffers contained ina 
CD4049 package. The control 
circuit is fed from the mains via 
а capacitive voltage divider. 
Figure 8 shows a compact SMPS 
fitted on a printed circuit board. 
The arrows point to the follow- 
ing, essential parts: (l) mains 
filter; (2) primary rectifier; (3) 
buffer capacitor for primary 
voltage; (4) switching transistor; 
(8) pulse transformer for base 
drive; (6) SMPS controller for 
pulsewidth modulation; (7) (sec- 
ondary) voltage reference and 
error amplifier; (8) ferrite core 
transformer; (9) primary flyback 
diode for weakening the trans- 
former field; (10) inductor in 
output filter; (П) secondary rec- 
tifier and flyback diode; (12) 
output capacitor. 


Further developments 
The scope of this introductory 
article does not allow a detailed 
discussion of all the technical 
considerations that go into 
designing а switch-mode 
power supply. In a forthcoming 
issue of Elektor Electronics the 
subject will be reverted to in 
the context of a construction 
project. 

The theoretical aspects of the 
SMPS have been known for 
some time, but it was not until 


connected to pin 2. The switch | the coming of fast power tran- 





sistors, integrated controllers 
and new ferrite materials that 
serious development of the 
SMPS was launched. Ever 
higher switching frequencies 
make it possible to reduce the 
size of the secondary filter, but 
at the same time pose a real dif- 
ficuly as regards elec- 
tromagnetic interference (EMI) 
due to the often large number 
of strong harmonics and other 
spurious products. It is with this 
in mind that there is a growing 
interest in free-running sup- 
plies, in which the currents are 
sinusoidal rather than rec- 
tangular. Meanwhile, supplies 
of the types discussed in this 
article are constantly reworked 
and enhanced to make the cur- 
rent consumption from the 
mains sinusoidal. This ensures 
less interference on the mains, 
a higher efficiency of the recti- 
бег thanks to the more 
favourable shape factor of the 
current, and reduced peak cur- 
rents in the buffer capacitor(s). 

TW 
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THE POSITIVE 
IMPEDANCE CONVERTER 


by A.B. Bradshaw 


One of the very practical means of simulating inductance in 
electrical circuits is by the use of gyrators. The positive im- 
pedance converter is a member of this family. Its main use is to 
replace wound inductors in AF circuits, particularly where these 
have large values, or to simulate coils at very low frequencies. 


The positive impedance con- 
verter makes use of operational 
amplifiers: two are needed to 
simulate a grounded inductor; 
four are required to simulate a 
balanced inductor. But only 
four opamps are needed to 
simulate a node, containing 
balanced and grounded induc- 
tors, as will be shown later. 
Where simulation of grounded 
inductors is used, the opamps 
should be operated from 
balanced power supplies. 

The writer has used the PIC as 
a circuit element for a number 
of years in the design of high- 
performance AF filters. The Q 
values obtained with these 
devices is very much higher 
than that of the wound equiv- 
alent. Instability problems are 
rare. Although the frequency 
response of the opamps usually 
limits the operating range of 
PICs to about 40 kHz, this is ad- 
equate for most AF and even a 
number of data filtering re- 
quirements. 

The circuit diagram of a typical 
PIC is shown in Fig. 1. The input 
impedance of this circuit ap- 
pears as a pure inductance 
when the output is grounded 
through Ro. Resistors Ri, Re, 
and Rs, as well as capacitor C, 
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are normally 1% types. Resistor | 


Ro is used as the inductance 
setting component. 

















The general symbol of a PIC is 
shown in Fig. 2, but in practical 
circuits, when used as a circuit 
element, it is usually indicated 
as in Fig. 3. 





simplified considerably. In an 
ideal opamp, 
Ш (ће voltage gain is infinite: 


(Vi-Vi)/Ri= D Eq. 3 


Since the input resistance of the 


Avo o; opamps is infinite, 5-0, 
Ш (ће input resistance is in- | whence 
finite: rin= =; 
W the output resistance is zero: | Б-Б 
Tout=0; 
Ethe bandwidth is infinite: | and 
BW-o; 
Withere is zero input offset | L=Jin 
voltage: Eo=0 if E -0. 
Since the voltage gain is infinite, | From Eq. 3: 


any output voltage is the result 
of an infinitely small input 
voltage. In effect, therefore, the 
differential input voltage is 
zero. 

The preceding assumptions are 
used as axioms in the following. 
For the purposes of examining 
the operation of a PIC, it is 
redrawn in Fig. 4. Some of the 
voltages and currents are 
shown twice to emphasize the 
circuit action. 





Vi-Va= Rio Ruin 


Dividing both sides by Re gives 
(Vi-Vo)/Re=lins/Re Еа. 4 


Since Љ=/, Eq.l is equal to 
Eq. 2, so that 


(Vi-V)/Rs=(Vi—V)/Re= 


Tinks /Re Eq. 8 


To remove V: from Eq. 5, con- 








(Vi-V:)/ Raab Eq.1 | sider the middle section of 
E Fig. 4, which for convenience's 
(i V/Resls Eq. 2 | sake is reproduced in Fig. 5. 
4 
в 
Analysing the PIC E 
The analysis of gyrators is nor- [7 


mally performed with the aid of 
matrix algebra and the formal 
nodal analysis of network 
theory. The formal approach 
has a lot to offer as regards 
generality, but it sometimes 
tends to obscure the practical 
operation ої the circuit. 
Because of this, the writer has 
adopted an approach which 
will be familiar to most readers. 
Assuming that opamps are 
perfect, the analysis can be 
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Vi-Vish-JoC 
Also, since Jo=0, Is/Vi/Ro 


Combining these expressions 
gives 
Vi Vie Vil ja CR Eq.6 


Dividing both sides of Eq. 6 by 
Rs gives 


(Vi—V2)/ Rs = ViljwCRoRs 


in which the left-hand term is 
also that of Eq. 5, whence 


Лабл/ Rz Vi/joCRoRs 


from which У» 
removed. 


has been 




















Cross multiplying this last ex- 
pression yields 


Vi/Iin=joCRoRiRs/ Re 
Since Vi= Vin, 
Vin/ Tin = Zin = jo(CRsRs/ КВО 


which is the expression for a 
pure inductance in which 





L=(CRiRs/R2)Ro 
If K- CRsRs/ Ro, 
L=KRo 


Kis called the conversion factor 
of the PIC. 

This completes the basic 
analysis of the PIC without the 
need of anything more than 
elementary AC theory and 
algebraic manipulation. 


Practical applications 

The numerical values ої R1, Re, 
and Rs affect the signal hand- 
ling capabilities of practical 
opamps and are, therefore, a 
compromise. 


Typical values 





Czl0nF 1% silver mica (two 
5000 pF types in parallel). 


These values enable the com- 
putation of K: 


K=CR:Rs/Ra= 
=210х10х10х10-/5.6х10°= 


=4.8214x10* 


In practice, the author used an 
MC1488 operating from а +12 V 
power supply, which has a 
K-5.1155x10*. The departure 
from the ideal K value is due to 
the approximations used with 
the opamps: this is not a real 
problem in practice. The com- 
plete circuit of the PIC with the 
values stated is given in Fig. 6. 


Checking the value of 
K in practice 

Build the circuit of Fig. 6 and 
bring it to series resonance 
with the aid of a test set-up as 
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Lys simulated by PICs + РС (Ron) 
ів simulated by РСЗ Ro) 








shown in Fig. 7. If the generator 
equivalent impedance is small 
and C is known accurately, the 
frequency, f, can be measured. 
Since 


f=1/2ny LesC, 
and 
Let=KRo 


K сап be found to 1-2% accu- 
racy once Ro is given. 

The conversion factor can be 
trimmed by small adjustments 
to Rs. 

Inductances are simulated by 
PICs as shown in Fig.8, where 
(а) is grounded coil simulation; 
(b) is balanced coil simulation; 
and (c) is grounded and ba- 
lanced coil simulation. In (с), 21 
is simulated by PIC:+PICz 
(Кол), and Lz by PIC4(Ro2). у 
In conclusion, the author would 
emphasize that the PIC is a very 
useful circuit element and 
should not be left shrouded in 
mystery. It is hoped that this 
article will help it find much 
larger appreciation and appli- 
cation. 
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RESEARCH COLLABORATION 
TO BOOST INFORMATION 
TECHNOLOGY 


by Kenneth Owen 


The fast moving world of infor- 
mation technology has wit- 
nessed two significant develop- 
ments recently in Britain. Much 
closer links have been forged 
between research and product 
development, and plans have 
been made to exploit the 
results more actively in the 
world's markets. 

In 1981, Japan launched a ten 
year national programme to de- 
velop what are known as fifth 
generation computer systems. 
This ambitious project aims to 
bring together all the necessary 
elements of "clever" com- 
puters which, in the 1990s, will 
be able to demonstrate artificial 
intelligence and simulate 
human hearing, speech and 
vision. 

Britain's response to the 
Japanese challenge was to 
mount its own five year pro- 
gramme of advanced IT 
research known as the Alvey 
Programme. It started in 1983, 
and will cost eventually about 
£350 million, of which £200 
million will come from public 
funds and £150 million from par- 
ticipating companies. 


Wide ranging study 
The programme consists of pre- 
competitive research projects 
which fit into national strategies 
in key areas of technology. They 
involve collaboration between 
universities, industry and 
research establishments; and 
between different companies 
within industry. 
The Alvey Programme orig- 
inally aimed to cover four main 
technologies: 
*k Very large scale integration 
(VLSI) in integrated circuits. 
ж Software engineering, the 
development of standard 
methods for writing computer 
programs and systems. 
* The man/machine interface 
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(ММІ), software and hard- 
ware aspects of making com- 
puters easier to use. 

* Intelligent knowledge based 
systems (IKBS), exhibiting ar- 

tificial intelligence. 

Another topic, advanced com- 

puter architectures (overall 


design frameworks) has since 
been added. 

In parallel with the Alvey Pro- 
gramme, a similar one was 
started by the European Com- 
munity. This is known as the 
European Programme 


of | market exploitation. 





Research and Development in 
Information Technology 
(ESPRIT. Twelve major 
European electronics and com- 
puter companies played a key 
role in defining ESPRIT, includ- 
ing Britain's GEC, ICL and 
Plessey. 

Collaboration between com- 
panies and universities in dif- 
ferent countries is a feature of 
the ESPRIT research and devel- 
opment. The hope is that it will 
eventually lead to Europe-wide 











Claimed as the world's first computer on a chip, the INMOS 
transputer, developed in Britain, combines the functions of 
processing, storage and communications. It can be used either as а 
conventional microprocessor or in multiple transputer systems to 

! provide extremely powerful supercomputers. 





Innovative products 

So British IT firms’ own 
research and development ac- 
tivity has three elements: Alvey 
projects, ESPRIT projects, and 
individual in-house | work. 
Together, these ^ various 
elements have strengthened 
the industry's research base 
and the projects are leading to 
innovative products, systems 
and services in areas of key im- 
portance for the future. They 
reflect an important feature of 
the information technology 
business: the predicted con- 
vergence of different tech- 
nologies, computers, communi- 
cations and so on into inte- 
grated systems. This has hap- 
pened much more rapidly than 
many people expected. 

The new IT techniques, prod- 
ucts and processes are being 
applied throughout the manu- 
facturing and service industries 
to automate existing functions 
and introduce new services 
and facilities that were once im- 
possible. 

An ingenious British IT inven- 
tion now being applied in 
powerful systems is the INMOS 
transputer, a computer on a 
chip. A single one can be used 
as a high performance conven- 
tional microprocessor Even 
more significantly, groups of 
them can be used in multiple 
transputer systems to provide 
extremely powerful supercom- 
puters, 


All involved 

Planning for the exploitation of 
products and systems in the 
world’s markets forms part of 
Britain's national IT effort that 
will follow the Alvey Pro- 
gramme. The aim is to stimulate 
the development and use of ad- 
vanced IT systems, and so will 
involve both producers and 
operators in addition to the 
academic research sector.(LPS) 








THE DESK-TOP SUPERCOMPUTER 


by Staniforth Webb 


Modular concepts of computer structure using large numbers of 
transputers, each as powerful as a mainframe installation, are 
bringing the vast computing power so far used only for such 

applications as meteorology or high-technology design down to 

the domain of the desk-top device. They will cut computing costs 
by some 90 per cent. 


Electronics | engineers а! 
Southampton University plan to 
unveil a supercomputer this 
year to match the most powerful 
machines now in service, but 
which could be produced and 
sold at about only one-tenth of 
their price. Designed by Dr 
Chris Jesshope and Dr Denis 
Nicole in the University's De- 
partment of Electronic Engin- 
eering, it has been developed 
as part of the ESPRIT pro- 
gramme, the European initiative. 
at government level which aims 
to keep advanced technology 
in Western Europe well abreast 
of that in other countries. 

The main reason for the low 
cost of the Southampton com- 
puter is that it is built on a 
modular principe. It is 
assembled from 350 so-called 
transputers, each of which is a 
complete computer in minia- 
ture with its own memory and 
an appropriate set of connec- 
tions to link it to other 
transputers or to other com- 
puters, all on a single silicon 
chip of about l00-mm* area. 
This contrasts with the design 
of the Cray supercomputer, for 
example, which is composed of 
four linked mainframe com- 
puters, 

Transputers sell at about $500 
apiece, A commercial com- 
puter built on the Southampton 
design could be sold for 
around $800 000; a Cray costs 
somewhere in the region of $6 
million. 

So far, such enormously power- 
ful computers are used in only a 
few specialised applications 
such as weather forecasting, 
aircraft design and some areas 
of scientific research. But re- 
ducing the cost of supercom- 
puting power by a factor of 10 
would obviously open up far 
more applications and bring 
supercomputing power within 
the reach of many more poten- 
tial users. In the words of Chris 
Jesshope, “It could put yester- 
day's supercomputer оп 
today’s posh office desk.” 


Mainframe Power 
The transputer has been | 
developed and is being 
marketed by the British silicon 
chip company INMOS. Each 
carries a processor that can be 
programmed to perform vari- 
ous tasks, a memory that con- 
tains a large part of the 
information the processor 
needs for its job, and all the 
connections for linking into 
other devices. 

A single transputer із as power- 
ful as an average full-sized 
mainframe computer. It is able 
to perform one-and-a-half 
million operations every sec- 
ond. Its circuitry is as complex 
as a complete street map of 
London with all the gas mains, 
electricity cables and sewers 
superimposed. It works faster 
than comparable processors, is 
easier to programme and is 
more compact. But from the 
point of view of assembly into 
supercomputers, its most im- 
portant advantage is the ease 
with which it can be linked to 
other transputers or to other 
computers with no need for ex- 
tra electronic circuitry. 
Because of the Southampton 
project's significance for the 
future of the company, INMOS 
supplied the University with the 
first of a new generation of 





transputers, the IMS T 800. This 


model can handle decimal | 
Points or fractions as well as in- 
tegers; it is the first micropro- 
cessor incorporate а 
floating-point processor 
capable of dealing rapidly with 
decimal digits on the same 
piece of silicon as a conven- 
tional processor handling in- 
tegers. 

In technical language, the IMS 
T 800 includes a 32-bit integer 
processor which is the world's 
fastest, with special instructions 
to support graphics operations, 
а 64bit floating-point pro- 
cessor, four kilobytes of fast on- 
chip RAM and four standard IN- 
MOS communications links, all 
ona single chip. 

As Peter Cavill, Director of the 
INMOS Microcomputer Prod- 
ucts Division says, "Inco-- 
porating all this on the same 
chip significantly increases its 
performance, by eliminating all 
the delays associated with 
multi-chip solutions. The result 
is higher reliability, reduced 
board space and lower overall 
system costs, as well as being 
considerably faster.” 


to 


Development 
Potential 


Jesshope and Hey see no prob- 
lems in linking as many as 1000 





Transputer 


(One INMOS link 


тумо links 











P^ Pool of worker wansputers 
orsupernodes 


5 Supervisor vansputer. 








The basic transputer (T) is incorporated into а pool to make up а 
"supernode', which in turn is linked into an array to give a 





! multistage switch with hierachical control. 


transputers into a single com- 
puter. Beyond that, radical 
redesign will be needed be- 
cause of the complexities of 
communication between so 
many modules. But there is 
clearly a vast amount of devel- 
opment potential in the present 
design. 

The cost of the transputer is 
confidently expected to come 
down as European companies 
now begin to make it a mainstay 
of their bid for sales in new 
areas. The Southampton project 
is being backed by two French 
companies as well as by the UK 
Royal Signals and Radar 
Research Laboratory. Half of the 
development costs have been 
born by the ESPRIT pro- 
gramme. French and British 
companies (TELMET and 
ТропьЕМІ) are expected to 
build computers based on the 
Southampton design. When 
these and the transputers they 
incorporate come into wide use 
and their cost advantages be- 
come apparent, it is predicted 
that large sales will reduce 
transputer prices still further. 
Because of their ability to work 
co-operatively in parallel on a 
number of different but related 
tasks, transputers are well 
suited for use in so-called paral- 
lel processing. By designing 
computers which work on a 
number of tasks simultaneously, 
instead of doing everything in 
sequence, designers aim to 
mimic more closely the work- 
ings of the human brain. 
Transputers are also being 
assigned to less futuristic appli- 
cations, including desk top 
supercomputers, laser printers 
and what have been nicknamed 
turbochargers where е 
transputer is used as an add-on 
unit to an existing system to 
upgrade its performance. High- 
performance graphics, engin- 
eering workstations and 
robotics are other areas where 
the transputer is already begin- 
ning to make an impact. 
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BACKGROUND TO HOLLOW 
EMITTER TECHNOLOGY 


by Sue Cain and Ray Ambrose* 


Hollow emitter technology falls into the area of power transistor 
technology lying between bipolar and power mos, providing an 
economic solution to high voltage switching. Ideally suited to 
switching frequencies which cause problems to both bipolar and 
power mos devices, hollow emitter technology improves the 
performance of multiepitaxial mesa power transistors. This article 
describes the features of hollow emitter technology, and discusses 
the characteristics of some currently available devices. 


Within the field of power tran- 
sistor technology, the area be- 
tween bipolar and power mos 
is occupied by high voltage 
switching. Ап ^ economic 
solution is provided by hollow 
emitter technology. 

Hollow emitter technology is 
ideally suited to switching fre- 
quencies which cause prob- 
lems to bipolar and power mos 
devices. Products such as SGS's 
Fastswitch range provide rug- 
ged operation at very high 
Switching speeds, and high 
levels of efficiency which allow 
more compact designs with 
smaller heatsinks. 

When compared to industry 
standard high voltage devices, 
hollow emitter types provide 
faster switching times and a 
lower saturation voltage. The 
term 'hollow emitter' refers to 
the missing centre region in the 
emitter area, which reduces the 


charge crowding effect at this 
point, as well as the storage 
time required to remove the ex- 
cess charge. 

А thinner intermediate М layer, 
present with hollow emitter 
devices, reduces the collector 
resistivity and the saturation 
voltage. 


Standard versus 
hollow emitter 
technology 

Hollow emitter technology has 
developed out of the standard 
high voltage multiepitaxial 
mesa technology, the main dif- 
ference being that, with the 
new technology, the emitter is 
not diffused over the normal 
| area but only on the normal 
emitter edge. 

This difference has been im- 
plemented to overcome the 








charge-crowding effect in the 
centre of the emitter during the 
off transition found in industry- 
standard high voltage devices. 
The result is much faster 
‘switching times. 


Standard high voltage | 


During the ON transition, the 
charge in any normal high 
voltage device is easily built up 
on the edge of the emitter. At 
the same time, the increase in 
base resistance towards the 
centre of the emitter reduces 


the charge level at the device’s | 


centre. 
While undergoing the OFF 
transition, the base extraction 
current of the device can rap- 
idly eliminate the charge at the 
edge of the emitter, but the 
charge at the centre is removed 
with some difficulty owing to 
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Fig. 1 Structure of the hollow emitter technology (a) and the standard multiepitaxial mesa technology 


(b) 
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the transversely distributed re- 
sistance in the base under the 
emitter finger. 

While the edge is turned off, an 
amount of charge remains at the 
centre of the emitter diffusion 
which deceletates turn-off time. 
These conditions are illustrated 
at Figures 2a and 2b. 


Hollow emitter 

In the case of transistors such as 
the SGS Fastswitch range, dif- 
fusion at the centre of the emit- 
ter is prevented by masking, as 
appropriate. The resulting 
hollow in the emitter prevents 
the accumulation of charges 
that would slow down the turn- 
off time. 

Removal of the central region, 
with consequent reduction of 
the emitter area has a negli- 
gible effect on Vesa, There 
are two reasons for this: first, 
the centre region of the stan- 
dard device carries less 
charge, and second, the in- 
termediate N layer is thinner, 
reducing the resistivity of the 


collector, producing a fast 
switching, highly efficient 
device. 


Comparison of 
switching times 
Comparison of a standard 
multiepitaxial mesa device with 
a hollow emitter device of the 


















































































































































a EMITTER b EMITTER 
sase sase 

J J ! т t J l 
| Е і ! P ! 
і 1 P i Is гі 1 
t ] w 1 H K і 
i— : p TAN i iu eR 
i Л м Fi і м 5 
t ‘COLLECTOR packnerAl! f couecton _wacxwevall 


a 





armes 





Fig. 2 Charge condition during conduction — normal high voltage 


technology. 


same dimensions and similar 
static characteristics gives a 
clear indication of the advan- 
tages provided by the latter. 
The fall time of the hollow emit- 
ter device is clearly superior to 
that of the standard device, 
while storage time is also 
slightly better. Figure 3 com- 
pares the switching character- 
istic curves for two typical 
devices, the BUX48 standard 
multiepitaxial mesa device, and 
the SGSD00032 hollow emitter, 
showing that with resistive 
loads the results produced by 
the hollow emitter are better 
than those for the standard 
device over a wide range of col- 
lector current. 

Shorter fall and storage times 
automatically give rise to re- 
duced dissipation energy while 
the device is turned off. 
Furthermore, both base and 
emitter switching times are 
almost always equally low in the 
case of hollow emitter devices. 
For example, the SGSD00035 
tan is 50ns for both switching 
conditions. 


Reverse bias safe 
operating area 
(RBSOA) 

Figure 4 compares two com- 
parable devices, from the stan- 
dard and the hollow emitter 
technologies, comparing their 
reverse bias safe operating 
areas, Although the RBSOA 
characteristic curves are better 
for the standard device at 400V, 
the hollow emitter device has 
been optimised to give an im- 
proved RBSOA at higher 
voltages to suit switch mode 
power supply applications. 

It can be readily demonstrated 
that the hollow emitter device 


gives more protection at higher 
voltages, and this is balanced by 
adequate protection in areas of 
lower voltage and high current. 


Applications 

Hollow emitter technology has 
been devised in order to pro- 
duce devices with extremely 
short switching times as 
regards their high voltage and 
current capabilities. As a result, 
hollow emitter devices are 


highly efficient, and are 
therefore well suited for аррії- 
cations | demanding fast 


Switching without high energy 
consumption. 

Typical applications are those 
which require the use of in- 
verters, switching regulators, 
fluorescent lighting and deflec- 
tion circuits with high definition 
displays. 





"Sue Cain is with BA Electronics 
! апа Ray Ambrose with SGS 


Fig. 2b. Charge remaining after turn-off. 
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Fig. 3. Storage and fall times for standard and high voltage types. 
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Fig. 4. Reverse bias safe operating areas for standard and hollow 
emitter types. 


elektor india november 1987 11.55 














selex 28 





LONG LIFE BULB 


How frequently do you have , 
to change the light bulbs in 
your house? It depends 
entirely on how you use 
them. If you have a habit of 
switching the bulb ON and 
OFF frequently to "save" 
electricity, you are actually 
reducing the life of the bulb. 
You can even end up paying 
much more for the 
replacement of the bulbs 
than you are saving on your 
electricity bills. 


A normal bulb in normal 
vibration free operation is 
expected to give a life of 
about 1000 hours. The 
useful life of the bulb can, 
however, be extended by an 
electronic trick upto about 
100,000 hours! The relation 
between the applied voltage 
across the bulb and the life 
of the bulb is shown in 
figure 1. From this graph 
you can see that if you use 
the bulb at about 70% of its 


rated voltage, it can “live” a 
hundred times longer. 

The circuit which does this, 
is shown in figure 2. The 
reduction in voltage across 
the bulb due to this circuit 
is about 30%. So if you are 
using a 40 W bulb, you can 
now use a 60 W bulb at 
70% of the rated voltage 
and get a very very long life 
out of it. How is this 
achieved? The filament 
inside the bulb is made of 





tungsten. When the bulb 
glows, the filament 
becomes white hot, and 
continuously some tungsten 
keeps on evaporating. But if. 
we use it at a lower voltage, 
the filament temperature is 
a little less and the loss of 
the tungsten due to 
evaporation reduces 
dramatically. As the life of 
tungsten filament increases, 
so does the bulb life. 

The reduction in working 
voltage is achieved by the 
simple circuit shown in 
figure 2, and costs much 
less than a regular lamp 
dimmer circuit. It can be 
assembled on a small lug 
strip of two rows of 8 lugs 
on each side. The 
component layout is shown 
in figure 3. 
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cuit for reducing the 
effective voltage to about 70% 
Figure 3: 

Component layout of the circuit оп 
a lug strip. 

Figure 4: 

Pin assignment of a Triac 
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The Circuit 


The main components of 
the bulb life extender circuit 
are a Diac and a Triac. The 
resistance R1 and capacitor 
C1 decide the percentage of 
voltage applied across the 
bulb. R2 and C2 (400V 
rating) protect the Triac 
against the rapid changes in 
voltages, which can happen 
due to the harmonics in the 
supply voltage waveform 
after switching through the 





In all types of digital 
instruments and circuits, a 
seven segment indicator is 
а very essential part. Seven 
segment indicators are 
available in many different 
forms, like LED, LCD or 
Fluorescent. 


The most commonly used 
seven segment LED 
indicator is discussed here 
A small circuit has been 
built on the SELEX PCB. 

The control of the display - 
segments is handled by just 
one IC, 7415247, known аз 
BCD to Seven Segment 
Decoder. 

A four bit binary number 
can be presented at the four 
inputs of the 74LS247 IC, 
and at the output we 
directly get the decoded 
seven segment signals. 
These seven outputs decide 
which number will be 
displayed on the seven 
segment LED indicator. The 
segment designation and 16 
possible combinations of the 
display are shown in table 1 


Figure 1 shows the actual 
connections between the IC 
and the display. 


Behind every segment, 
there is an LED. The anodes 
(plus poles) of all seven 
LEDs are connected 
together and brought to the 
pin marked CA (Common 
Anode). This pin is 
connected to the positive 
voltage supply of +5У. The 





Triac. Coil Lı acts as а 
suppressor for radio 
frequency disturbance. 


Construction: 


Do not use a SELEX PCB for 
construction of this circuit 
because the tracks on the 
SELEX PCB are not capable 
of carrying heavy currents.A 
lug strip of two rows with 8 
lugs each can be used for 
this purpose. Figure 3 


SEVEN SEGMENT 
DISPLAY 


shows the component 
layout of the circuit on a lug 
strip. The pin assignments 
of the Triac are shown in 
figure 4. 


The circuit can be housed in 
a small plastic box, and 
installed inside the switch 
board if there is sufficient 
space. It can also be 
mounted near the lamp 
holder. Don't forget to 
switch off the mains supply 
completely when you are 


installing this circuit. The 
circuit must be inserted in 
the power supply. LINE. 
Bulbs upto 100 W can be 
connected on this circuit. 


Do not use this 
circuit with gas 
filled lamps. 

2. Do not replace Ri 
with а 
potentiometer. 


Notes: 1 
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Figure 1: 
The circuit is very simple and 
compact, as all the decoding 
circuit is internal to the IC 74 
15247. (subsequent version of 
7447) 


Figure 2: 
Transistors inside the IC switch 
the current through LEDs ON or 
OFF depending on the desired 
combination of seven segments to 
be lighted up. The resistor is used 
for limiting the current through the 
LED and the transistor. 
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seven cathodes are brought 
to the pins marked 
a,b,c,d,e,f,g and are 
connected to the seven 
outputs of the IC 74 LS 247 
through 1500 resistors. 

As shown in figure 2, the 
output pins of the IC are 
nothing but collectors of the 
driving transistors inside the 
IC. The transistors are 
switched ON internally 
depending on the desired 
combination of the seven. 
segments to draw current 
through the LED. The 1500 
resistor is placed in series 
to avoid excessive current 
through the LED and the 
transistor. (approx. 20 mA) 


The decimal point is not 
controlled by the IC, and 
must be turned on or off 
directly. Pin 3 of the IC is 
used for testing all the 
segments of the display, by 
connecting it to ground. It 
should be connected to +5 
in normal operation. Pin 5 is 
used for suppressing zeros, 
when used in multidigit 
indicators. Connecting pin 5 
to ground suppresses the 
indication of zero on the 
display. 
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For construction of the 
circuit, the component 
layout shown in figure 3 
must be followed. Use an IC 
socket for the 74 LS 247. 


The Seven Segment LED 
display can be any common 
anode display with 2" digit 
light. An alphabet after the 
type number 

generally indicates the light 
emitting strength of the. 
LEDs. The LEDs can be of 
different colours like Red, 
Green, Orange and Yellow 
depending on the type 
number. 

With an operating voltage of 
*5V, the single digit circuit 
consumes about 25 to 150 
mA current. It takes the 
minimum current when 
number 1 is displayed and 
maximum current when 
number 8 is displayed 














Figure 3: 
The Component layout of the 
single digit display. Use IC socket 
for 74 LS 247. 


Component List: 
R7 = 1600 (1/8 W) 

4 LS 247 

Seven Segment Display 

DL 7750, DL 7751 

HP 8082 - 7751, 

TIL 312, TIL 314, TIL 316. 

TIL 339 or equivalent. 

One SELEX PCB (40 x 100 mm) 
Ono 16 Pin IC socket. 
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All the multimeters have at 
least four different 
measuring ranges. OC 
Voltage, DC Current, AC 
Voltage and Resistance. An 
audio enthusiast would 
always be happier with a 
frequency measuring range 
on a multimeter. 

We have done just that for 
you in this article. A simple 
circuit which can convert 
your multimeter into a 
frequency meter has been 
described. As the 
multimeter dial is not 
calibrated for frequency, you 
have to be satisfied with the 
voltage scale for reading the 
frequency, Because what 
the circuit does is, in fact, to 
convert the frequency into a 
proportional voltage. It can 
be used with any make of 
multimeter, and does not 
cost much to construct. 


The Circuit 
The main task of the circuit 


of our "frequency meter" is 
to convert the frequency 


FREQUENCY 
MEASUREMENT 
WITH A MULTIMETER 


into a proportional DC 
voltage, so that the 
multimeter can read the DC 
voltage directly and thus 
indicate the frequency. 
This requires some signal 
processing to be done. As 
we may not have any 
control over the amplitude 
of the signal at the 
frequency input, we must 
take care of the limiting of 





| the input signal amplitude 


in our circuit. 
Circuit shown in figure 2 
takes care of the amplitude 

| limiting as well as signal 
processing. The input signal 
reaches 1C1 through C1, R1 
and C2 This IC is an 
operational amplifier (op 
amp) which then converts 
the input waveform into a 
rectangular wave with the 


same frequency. The 
amplitude of the signal 
reaching IC1 is limited by 
the two diodes D1 and D2. 
The conversion of the signal 
to a suitable DC Voltage 
signal for the multimeter is 
accomplished by IC2 which 
is a timer IC 555 configured 
as a monoshot. The 
monoshot is triggered by 
the output of the 
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Frequency meter 
Extension 
OFF © ом 
2 Khz 
200 Hz 20 KHz 
Figure 1 


Suggested design of the front 
апе! for the frequency meter 
extension. The terminals must be 
clearly marked with + and — for 
the multimeter. 
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operational amplifier. A 
pulse of fixed duration is 
produced at the output of 
the monoshot for every 
cycle of the input signal. 
These DC pulses can be 
given to the multimeter. The 
movement of the multimeter 
cannot respond quickly to 
each pulse and effectively 
the DC voltage indicated by 
the multimeter depends 
upon the frequency at 
which these fixed duration, 
fixed amplitude pulses 
arrive at the input of the 
multimeter. Thus the 
reading on the multimeter. 
Thus the reading on the 
multimeter is directly 
proportional to the 
frequency of the input 
signal. 

A more detailed description 
of the functioning of the 
circuit is given below 


The Comparator: 
Figure 3 shows the first part 
of our circuit which consists 
of the Op Amp IC 356. It is 
used here as a comparator. 
A comparator compares two 
signals on the two inputs, 
(pins 2 and 3 of IC1) and 
produces an output 
depending on the difference 
between the two input 
voltages. In this case, the 
inverting input pin 2 is 
connected to the potential 
divider R4/R3 and thus lies 
at half the supply voltage. 
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Figure 2: 

Only two ICs and a few 
required for 

input audi 









frequency into a dc pulse t 
зате frequency. 





rectangular waveform with same 
frequency and fixed amptitude. 





rectangular wave into a pulse train 
of fixed amptitude and fixed 
duration pulses at the same 
frequency as that of the input 
signal. 
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The input resistance of the 
Op Amp is very high 
compared to R2 and the 
effective resistance between 
pins 2 and 3 can be 
assumed to be equal to R2. 
The component values are 
such that the Op Amp. 
output voltage switches 
between the supply voltage 
and zero volts depending on 
whether there is a positive 
difference or negative 
difference between the two 
input voltages. 

It is not necessary to 
consider the Offset voltage 
of the Op Amp in this case, 
as we are interested only in 
a rectangular wave with 
same frequency as that of 
the input signal, and not the 
actual amplitude of the 
difference voltage. 
Capacitor C3 is connected 
between the output and the 
input, so that the switching 
is steep. The input signal 
must have an amplitude of 
the at least 50 mV so that 
the Offset voltage of the Op 
Amp plays a negligible part 
in the switching at the 
output. The voltage rating of 


the capacitor must be 
sufficient to match the 
maximum amplitude of the 
input signal. If a capacitor 
with 100V rating is used for 
C1, it should be able to take 
care of all types of audio 
signals. Voltages above 60V 
will almost never be 
encountered in audio 
frequency measurements. 
The actual voltage applied 
at C2 is limited to about 0.7 
V by the two diodes D1 and 
D2. the presence of C2 at 
the input allows only AC 
voltages to pass through to 
the Op Amp. 


The Monoshot: 


The rectangular wave 
generated by the 
comparator has the same 
frequency as that of the 
input signal, but still it is 
not suitable for the 
multimeter. The 
monostable multivibrator 
(Monoshot) shown in figure 
4 is used for converting this 
rectangular wave to a series 
of fixed amplitude, fixed 
duration pulses. 





For improving the triggering 
action, first the rectangular 
wave is converted into a 
series of sharp spikes by C4 
and R5. These spikes trigger 
the monoshot at every 
Positive to negative crossing 
on the input signal, thus 
maintaining the corelation 
between the input 
frequency and the output 
frequency. 

The duration of the pulses 
at the output of the 
monoshot is decided by Ria 
and Ca. It should be of such 
a value that the pulse is 
over before the next 
triggering spike comes. If 
the pulse overlaps two 
cycles of input frequency, 
the relation between input 
and output frequencies will 
be lost. 

The pulse duration must be 
such that at the highest 
frequency in the measuring 
range, the pulse ends 
before the next triggering 
spike comes from the input. 
In the circuit of figure 2, 
this is achieved by using 
three different values of Ca 
for three different ranges of 











input frequencies (200Hz, 
2KHz, 20KHz), Ra is also 
made variable by using a 
potentiometer in series (R6 
+ P1). 


Pin 6 and 7 of IC2 (555) are 
shorted together and 
connected to C6, C7 or C8 
through a selector switch. 
C6 corresponds to a range 
of 200 Hz, C7 takes care of 
frequencies upto 2KHz and 
C8 is for the 20KHz range. 
Figure 5 shows the various 
waveforms from input to 
output, Waveform 5a is the 
output waveform. The 
frequency of the waveform 
5a is shown with a varying 
frequency to illustrate the 
one to one correspondence 
between the input and 
output frequencies. Figure 
5b-waveform shows the 
output of the comparator 
which is a rectangular wave 
which remains at zero level 
during negative half cycles 
of the input and switches to 
positive supply voltage 
during the positive half 
cycles of the input 
waveform. 





igure 5: 

ious waveforms encountered 

during the processing of the input 

signal. 

a) Input frequency waveform 

b) Comparator output — 
rectangular waveform 











©) Spikes for triggering the 
monoshot. 

d) Output pulse train from 
monoshot. 


Note that the frequency is same 
from input to the output. 
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Waveform at Sc is the 
differentiated Waveform 
generated by R5 and C4. 
These spikes then trigger 
the monoshot made of 555 
IC and the Ra, Ca 
combination. 5d is the 
waveform at the output of 
the monoshot. These are 
fixed duration fixed voltage 
pulses-one for each cycle of 
the input signal 

The duration of the pulses 
is so small that the needle 
of the multimeter cannot 
physically jump forward and 
backward on each pulse. 
What happens is the 
averaging effect of these 
pulses on the multimeter 
needle. The reading shown 
by the multimeter is thus 
proportional to number of 
pulses arriving at the input 
of the multimeter per 
second, which is nothing but 
the input frequency. 


Construction : 


Fig 6 shows the component 
layout of the circuit on à 
small SELEX PCB of size 40 
x 100 mm. As usüal, the 
soldering must start with 
jumper wires, followed by 
resistors, capacitors and 
then the ICs. Both the ICs 
are 8 pin ICs in plastic 





package, and preferably an 
IC socket should be used for 
each of them. Marking for 
pin 1 must be correctly 
observed. In both the ICs 
the notch near pin number 
2 is facing towards the 
trimpot P1. Correct polarity 
of the diodes must also be 
ensured for proper 
functioning of the circuit. 
The wires for input signal, 
supply voltage, rotary 
switch and for the output to 
the multimeter are directly 
soldered to the PCB. 
Soldering terminals can 
also be provided for these 
wires on the PCB for ease 
of soldering and future 
maintenance and trouble 
shooting. 


For the supply voltage, a 9V 
miniature battery is enough. 
It can be connected through 
а clip onconnector. An 
ON/OFF switch must be 
inserted in the battery 
supply line and mounted on 
the front face of the 
enclosure for easy access. 


Before turning on the 
supply to the circuit, all 
connections and polarities 
of components must be 
thoroughly checked to avoid 





ят, RS = 10 KO 
R2= 10 Mo 
R3, R4=2.2 KO 
12ка 
1 KO (Trimpot.) 
220 nF 
22 ғ 
3.3 pF 
Са, C5 = 10 nF 
820 nF 
82 oF 
8.2 oF 
C9 = 10 ,F/16V 
Ds, 02, D3 = IN 4148 
1С1 = LF 356 (Op amp with FET 
input) 
12 = NE 555 (Timor) 











Other parts: 






y switch with knob. 
ге battery 

1 Clip on connector for battery 

1 ON/OFF toggle switch 

1 SELEX РСВ (100 x 40 тт) 

10 Soldering terminals. 

1 Suitable enclosure 

4 banana pins & sockets (2 Red, 2 
Black) 

flexible hook up wi 





Part list for figure 8: 


1 Step down transformer 230V to 
any voltage between 3V to 12V. 


4. Diodes IN 4001 

















Figure 6: 
Component layout for t 
frequency meter extension circuit. 
The orientation of the ICs and the 
polarity of capacitor C9 as well as 
the diodes is very important. 








Figure 7: 
Photograph of the assembled 
circuit. 
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any damage to the circuit. 

Care should be taken to 

look for bad solder joints as 

well as unwanted shorting 
of tracks due to overflow of 
solder material. After 

Switching on the power to 

the circuit the three 

voltages must be first 
checked: 

1. Supply voltage (9V) 

2. Voltage at the junction of 
Rz/Ra/Ra which must 
have half the supply 
voltage value (4.5V) 


Voltage at the non inverting 
input of the IC1, which 
should be about 2.4 Volts. 
Deviations within +10% can 
be accepted. 

After all the above checks 
are found to be satisfactory, 
we can start the calibration 
procedure. 


However, before attempting 
to take up the calibration 
work, a few more things 
must be done. First and 
most important, we must 


have a known frequency 
source. An audio signal 
generator would be ideal, 
but if one cannot afford that 
luxury, there are other 
means to get over the 
calibration problems. 


source of a known frequency 
signal. Just a small 230V to 
3V step down transformer 
(even 6V, 9V or 12V 
transformer can be used.) 


і 
| 
| Figure 8 shows a very simple 
| and four diodes are 




















GS 
om, 
ET d » 
е "б p 

Di ое мат 
pe m © 

















required. If the voltage is 
large, it is to be reduced by 
using a voltage divider, 
Ri/Ro. The rectified signal 
gives a reference source of 
100 Hz frequency. 

This 100 Hz input signal 
can be given at the input of 
our circuit under calibration. 
As we know the frequency 
is 100Hz, we must set the 
rotary Switch on 200Hz 
range. The multimeter is set 
on 3V DC range and 
connected across the output 
of our circuit. 

The trimpot P: should now 
be adjusted in such a 
manner that the multimeter 
indicates 1.5 V. This 
corresponds to a frequency 
of 100Hz, naturally, 
because we have a 3V full 
scale reading which must 
indicate 200 Hz. This 
setting of the trimpot will be 
valid even for other two 
ranges; because we are 
changing the values of the 
capacitance Ca in the same 
proportion for each range. 
It is not a must that the 
multimeter should have a 
ЗУ range. a 2V or 2.5V 
range can also be used. P1 
must be suitably adjusted 
for a half scale reading at 
100 Hz. 

Any suitable plastic box can 
be used as the casing. 
Suggested construction is 
shown in the photograph. A 
front panel layout is also 
given in figure 1. 


Figure 8: 
Simple circuit for a reference. 

frequency source of 100 Hz. This 
can be used for calibration of the 
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SNAP ACTION KEY 
BOARDS AND SWITCHES 


Snap action Key boards and 
snap dome switches from 
ASAVARI ENTERPRISES 
are designed for almost all 
programmable electronic 
instruments, microprocessor. 
based systems, machine tool 
control panel etc. 


The sealed construction of 
these keyboards make it 
water and dust free. Multi- 
Colour scratch proof graphics 
can be customised with 


individual colours and legends. 


Components like LEDs, 
connectors etc. can be 
mounted on the board itself. 
Acrylic windows can be 
provided for displays, so that 
the keyboard can be used 
directly as front pannels of 
the instrument. 


"ASAVARI ENTERPRISES’ 
will offer you all Engineering 
assistance to design, switch 
panel boards to suit your 
requirement. 


large and small sectors 
including their ancilliaries. 
The Directory also gives 
required information on the 
activities of the State 
Government about 
Electronics such as State 
Government's Policy for 
promotion of Electronics 
Industries in the State and 
incentives offered; Procedure 
for scheme approval for 
Electronics Industries, 
Information on Electronics 
Industry Estate at 
Aurangabad, Nagpur and 
Pune etc. 


The Directory also contains 
product wise as well as 
location wise classified list 

of various Electronic Units 
alongwith details of 
individual units such as name, 
address, contact person, 
telephone/telex nos., range of 
products manufactured, 
annual turnover etc. 





For further information 
please contact: 


ASAVARI ENTERPRISES 
433 Sukanya Niwas, 11-12, 
2nd Floor, J.S.S. Road, 
Chirabazar, Mumbai 400 002 
Phone 293337 


MSSIDC - DIRECTORY 


MSSIDC has published the 
Directory of Electronic 
Industries in Maharashtra. 
This Directory gives coverage 
of Electronics Industries in 
the State of Maharashtra and 
runs into 328 pages 
containing District wise and 
product wise information 
about more than 1000 
Electronic manufacturers in 
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For further information 
please contact: 


M/S. RAUT ASSOCIATES 
S.No. 14/15, Arun Nagar, 
Bldg. No.C-4/4, Dhanakwadi, 
Pune 411 043 

Phone: 442081 


PORTABLE 
DIGITAL WATTMETER 


Portable Low Power factor 
low wattage digital wattmeter 
mainly to measure losses of 
high inductive or capacitive 
loads, also for measuring no 
load losses of Transformer 
and Motor Windings etc., 
having 3% to 4% digits with 
7" Green or red Display, 





with accuracy class 0.5; 
Voltage Range 15V to 600V 
AC Current 100mA to БА 
(any one of the Voltage and 
current range), Size 210 x 
230 x 150 mm. 





For further details please 
contact: 


Automatic Electric Limited 
Rectifier House, Wadala 
P.O. Box No.7103 
Bombay 400 031 

Phone 4129330 

Telex No 11-71546 


LCR SORTESTER 


The 4912 automatically sorts 
Inductance, Capacitance 

and Resistance with a 
measuring accuracy of 
+0.25%. Quality factors 

D & Q can also be measured. 
The sorting function works in 
two modes value sorting and 
quality sorting. Sorting 
parameters can be entered in 
either absolute Values or in % 
of acceptance limits. Test 
results are normally indicated 
on the front panel displays 
and % of deviation LEDs. 
Relay Drive Outputs are 
provided from the system to 
indicate GOOD, HIGH FAIL, 
LOW FAIL & % of 
acceptance level which can be 
used to build an Automatic 
Component Sorting machine. 








For further information 
please contact: 


APPLIED ELECTRONICS 
LTD. 

A-5/6 Wagle Industrial Estate 
Thane 400 604 


TOGGLE SWITCH 


SWITCHCRAFT now offer a 
miniature toggle switch type 
T-102, S.P.D.T., rated for 
2A-250V AC. The insulating 
body is made of melamine 
phenolic to give good 
insulation with high dielectric 
strength. Contacts are made 
of copper, silver plated and 
terminals are solder lug type. 
The switches are tested for 
electrical life at full capacity 
‘oad for 25,000 operations. 
The overall dimensions of the 
switch behind the panel are 
13x 7.9 x 14.8 mm. The 
mounting is on 6mm dia. 
threaded bush. The operating 
lever is chrome plated. 
Switches are supplied with 
mounting hardware. 








g ort 
T-102 
2A-250VAC 


Li 










For further information 
please contact: 
SWITCHCRAFT 

24 Pankaj, Vakola Bridge 
Santacruz (East) 
Bombay 400 055 














NEW PRODUCTS e NEW PRODUCTS eN 








VOLTAGE REGULATOR 


Vinay have introduced an 
Automatic Voltage Regulator 
for Television sets. The unit 
measures 95x135x70mm. 


It gives a constant output of 
200-240 volts for an input of 
170-270 volts. The input 
status is indicated with the 
help of three leds. 

It has a power rating of 
250УА 

It is also available in single led 
n in which a red led 
glows for all inputs. 











For further information 
please contact: 


МА. Vinay Electronics 
301, Saisadan, Maharaja 
Agrasen Marg 
Bhayandar (West) 

Dist. Thane 401 101 


COOLING FANS 


REXNORD manufactures 
Instrument Cooling Fans. 


Their models have 
applications in: 1) Computers, 
2) Measuring Instruments, 3) 
Power Units, 4) Air- 
Conditioning and Heating 
Apparatus, 5) Data 
Communication Equipment; 
6) Electronic Switching 
System, 7) TV & VCR's, 

8) Copying Machines, 9) 
Numeric Control (NC) units. 








11.68 ciektor india november 1987 





Available in three Models 

1) 120mm x120mm x 38mm 
AC-230V, 2) 80mm x 80mm 
x 25mm AC-230V, 3) 80mm 
x 80mm x 25mm DC-12V. 


For further information 
please contact: 


REXNORD ELECTRONICS 
& CONTROLS 

34/141 Laxmi Industrial 
Estate, New Link Road, 
Versova, Andheri (W) 
Bombay 400 058 

Tel. 333010/329321 

Telex 11-73073 BITC IN. 


DATALOGGER 


The SERIES 4516 represents 
a family of versatile 
Dataloggers that allow 
translation of process 
parameters such as 
temperative, pressure, Flow, 
pH, Conductivity, 
Displacement into hard copy 
records. Engineered to a high 
level of standardization, the 
SERIES 4156 offers more 
standard features like Real 
Time Clock/Calander, Scan 
rate selection upto 999secs/ 
channel, skip-channel, 
Independant peak value 
storage and readback, print 
interval selection from 

0-999 secs and 0-999 
minutes, Batchcode entry, an 
automatic printer test 
subroutine and a keyboard 
lock to prevent unauthorized 
data-entry. The user friendly 
keyboard supported by display 
prompts make programming 
a sample task. The copper 
stabilized front end amplifier 
and a precision 475 digit 
analog to Digital Convertor 
allow resolutions upto 1 uV. 


The SERIES 4516 can be 
offered in table top or panel 
mount versions. The Panel 
mount version conforms to 
the 19" sub-rack standard 
and has a height of 7”. A 
specially designed draw-out 
mechanism allows paper 
loading operation to be 
performed while the Data 
acquisition is in progress. 











For further information 
please contact: 


ACCORD Electronics 

201, Yashodham Enclave 
SA-1/56, Goregaon Mulund 
Link Road, Goregaon (East) 
Bombay 400 063 


PORTABLE 


| ANALOGUE WATTMETER 


Portable Low Power factor 
low wattage analogue watt 
meter, with accuracy class 0.5, 
Moving Coil Built-in 
Transducer type for single 
phase use, to measure losses 
of high inductive or capacitive 
loads, and also for measuring 
no load losses of Transformer 
and Motor Windings etc. 
Voltage Range 15V to 600V 
and Current range 100mA to 
5A (any one of the ranges) 
Р.Е. 0.2 to 0.05. 





For further details please 
contact: 


AUTOMATIC ELECTRIC 
LIMITED 

Rectifier House, Wadala 
Р.О. Box No.7103 
Bombay 400 031 

Phone: 4129330 

Telex: 11-71546 


SMPS FOR PC-XT AND AT 


Intra Diffusion Electronics 
Pvt. Ltd., Bangalore., offers 
SMPS with total Indigenous 
Technology as per 





International quality 
standards. WATTAGE 135W/ 
80W/200W. 


Now available at 
COMPETITIVE PRICE AND 
SIX MONTHS WARRANTY. 
Also offers CUSTOM BUILT 
SMPS. 





SES 


For further information 
please contact: 

BYTE COMPUTER SPARES 
17, ‘AAT’ Building, Ist Floor 
Sane Guruji Marg, В" Cabin 
Thane (West) 400 602 


SERVO STABILISER 


JIVAN offer a Servo 
Controlled Voltage Stabilizer 
ideally suitable for Personal 
Computers. This stepless 
voltage stabilizer of 1 KVA 
measures 17(H) x 26(W) x 
34(D) cm. It has high output 
accuracy of +1% against wide 
input range, with output level 
adjustable between 220 to 
240 V AC. Facility is 
provided for manual operation 
also, Indications for high & 
low voltages are provided on 
the front panel. The unit is 
protected against over load & 
short circuit using MCB. 


P | ey 





For further information 
please contact: 

JIVAN ELECTRO 
INSTRUMENTS 

394, GIDC Estate, 
Makarpura, 

Baroda 390 010. 























Preset extension for 
function generator B 
May 1987 p.5 28 


The circuit diagram should be 
amended as follows: 

The outputs of IC» are QA = pin 12; 
QB = pin 9; QC = pin 8; QD = pin 11. 
The connections of the BCD coder to 
the inputs of IC are as follows: A to 
pin 13; B to pin 10; C to pin 1, D to 
pin 4. 

Pins З and 4 of ICz should be connec: 
ted to ground. 


16 Kbyte CMOS RAM 
for C64 

October 1987 p. 10-53 

Pull-up resistor Я» should be connec: 
ted to junction Ds-De-Rs, not to +5 V. 
It is recommended to fit 22K resistors 
between the OE terminals of the RAM 
chips and the above junction. 





PLEASE MENTION 
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TEXONIC INSTRUMENTS 

TRIMURTY ELECTRONICS 

UNLIMITED ELECTRONICS 

VASAVI ELECTRONICS 

VIKAS HYBRIDS 

VISHA ELECTRONICS 
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LIC No 91 


MICROPROCESSOR 
TRAINERS 
WILL 


1988 will come with a big bang 
from Dynalog Micro-Systems- 
A highly sofisticated trainer 
with unmatched features, 
an unmatched size 
and an unmatched PRICE TAG! 


For more details, write or call: 


14, Hanuman Terrace 
Tara Temple Lane ee i 
Lamington Road, Bombay 400 007 S -Sys ms 
Tel: 362421, 353029 mmummumm кю 
Tix: 011-71801 DYNA IN 
Gram: ELMADEVICE 
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